ey 











THE 


Univerfal Magazine 


OF 


Knowledge and Pleafure: 


FUL 


LEKLLELELELEEELEEELEEELELE LESS 


VOL. 


Y, 1751. 


IX. 


LELLLELLALELLELELLELEEELLELELOLS 


Wispom’s InsTiTuTION of @ PRINCE. 
Humbly Inferibed to His Royal Highnefs the PRINCE of WALES, 


HE greateft bleffing, which 

can happen to mankind and 

empires, is to be governed 

by Princes, who are well 
inftruéted in true piety, and enjoy a 
full capacity for the arts of govern- 
ment. Such a benefaction includes 
in it many other bleffings; for nothing 
is more excellent than that which moft 
perfectly refembles God; and the 
nobleft image of the Deity is a Prince, 
who is jult, moderate, chafte, holy, 
and who reigns only that he may 
make virtue flourifh. 

But how often do we find Princes, 
either not well inflructed in their du- 
ties, or the firft tincture of their good 
education foon defaced? How many 
have given themfelves up to the plea- 
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fures of power, without informing 
themfelves of its juft bounds? Pride, 
the fecret venom which accompanies 
fovereion power, keeps them from 
afking counfel, and from following it. 
They imbibe the errors of thofe that 
flatter them. They become indifferent, 
if not enemies to truth. They accuf- 
tom themfelves to confound reafon and 
juttice with their will. ‘They abandon 
themfelves to fenfual pleafures, while 
the whole weight of public affairs is 
thrown upon ochers. ‘They live and 


die without knowing either the origin 
of their power,or its lawful ufe, and the 
account they muft render of it: and 
they are all their days ftrangers to their 
Gominions and their people, whofe 
wants they are ignorant of, whof 
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happinefs they neglect, and whofe 
groans they defpife. 

Therefore it is of the greateft con- 
fequence to every one, who is deftined 
to reign, duly to comprehend, firit of 
all, the infinite diftance between a 
Prince, whom God fets over a people, 
whom he loves, and defigns to load 
with bleflings ; and one, to whom he 
only communicates authority, to be 
an inflrument of his difpleafure and 
vengeance. ‘The one he gives in 
mercy ; the other in his wrath. He 
fills one with wifdom, and the love of 
juftice ; and the other he permits, for 
fecret reafons, beyond the reach of 
our difcovery, to follow his own blind 
counfels and unruly paffions. The 
one is a public blefiing; the other 
a public curfe. All the virtues and 
advantages of human life are the na- 
tural fruits of the former adminiftra- 
tion ; and all its vices and plagues are 
the chaitifements for which the other 
is intended. 

I will thew thee, therefore,O Prince ! 
who art born to govern a powerful 
nation, what ought to be thy icope, in 
order to make thy people happy, and 
what are the proper means of attain- 


ing it. 

"rhe firft difpofition or quality of 
@ Prince, is, to confider and know 
the origin of his authority. Submif- 
fion to the more powerful was intro- 
duced into fociety, as neceflary for the 
quiet and fafety of individuals. God 
ratified this authority. And hence is 
eftablifhed that general maxim, “That 
all power comes from God ;”” becaufe 
his providence has not only permitted 
the project and the inventors ; but he 
has rendered the power of government 
facred, by an immediate communica- 
tion of his own authority to thofe in- 
vefted with it. 

Since it is certain that Ged is the 
fource of fovercign power, Princes are 
the minifters of God, eftablithed for 
this fole and eflential reafon, that they 
may be his fervants. ‘The King reigns 


that he may be the frit in rendering 
obedience to God, and that he may 


- . 
He go- 


make all others obcy hua. 





verns in the name of God to protect 
virtue, and to punifh vice; to render 
to men all the affiftance they want, 
and to defend them againft every thing 
that is unjuft, or capable of difturbing 
the public peace. 

“* Hear therefore, O ye Kings! 
what wifdom faith, (Wifd. vi. 2, &c.) 
and underftand: Learn ye that are 
judges of the ends of the earth. Give 
ear ye that rule the people, and glory 
in the multitude of nations.. For 
power is given you of the Lord, and 
fovereignty from the Higheft,who hall 
try your works, and fearch out your 
counfels. Becaufe, being minifters 
of his kingdom, ye have not judged 
aright, nor kept the law, nor walked 
after the counfel of God. Horribly 
and fpeedily fhall he come upon you ¢ 
for a fharp judgment fhall be to them 
that are in high places.” They ought 
to be jut and faithful in proportion to 
their power. They fhall be punifhed 
as Princes, becaufe they were not 
made fuch for any other reafon but to 
be fervants of God, with eminent 
power and extenfive liberty. 

APrince ought to lock upon himfelf 
as defigned for the fervice of the State, 
and not as made for himfelf alone. It is 
obvious,that a Prince, being the minifter 
of God for the public good, it is to the 
people he is given, to render juttice, 
to prevent violence, to preferve peace 
and equality ; to defend the State from 
foreign enemies, and to make it inter- 
nally happy. It is therefore the fame 
thing to be King, and to be for the 
ivi of the republic ; to be for the 
people, and to be Sovereign. One is 
born for ethers, if he be born to com- 
mand them, fince he ought not to 
command them but for their benefit. 
It is the foundation and charatter of 
the Royal State, not to be for them- 
felves. Itis the eflence of their gran- 
deur to be confecrated to the public 
gocd. ‘They are for all, becaufe alf 
is entrufted to them. ‘They are not 
for themfelves merely, becaufe it is 
impoftible to feparate them from the 
body, of which they are the foul and 
ipirit. They are fo clofely united with 
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the republic, that one cannot diftin- 

uifh what belongs to them from what 
Cane to it. And one may as well 
fuppofe a real diftinGtion, in refpect of 
intereft, between the head and the 
other members of the body, as between 
a Prince and his fubjeéts.— This is 
what was ftrongly reprefented to a 
young Prince by his preceptor Seneca : 
«« The republic, faid he, is not for you, 
but, on the contrary, you are for it: 
and,the moment any one devotes him- 
felf to the fervice of the empire, he 
ought to forget himfelf.” A King 
owes himfelf intirely to it: all that 
he is, he is for the fake of the people 
God hath given him the care of. [f, 
therefore, he ever lofes fight of the 
only foundation and end of his autho- 
rity; if he is indifferent about his 
people; if his attention and care are 
intirely turned towards other objects ; 
if he perfuades himéfelf that all is 
made for him, and that all ought to 
be fubfervient to his ambition, volup- 
tuoufnefs and paffions, he deviates from 
his duty, debafes the image of God, 
fruftrates the end of his exaltation, and 
incurs not only the contempt of all 
good men, but the juft indignation of 
the Almighty. 

Hearken then with earneft attention 
to what is faid to a young Prince by 
one of the moft illufirious fathers : 
“ Honour your purple; acknowledge 
the great defign of God in your per- 
fon: he governs by himfelf heavenly 
things : he divides the government of 
thofe on earth with you. Aét therefore 
like him, and as in his place towards 
your fubjeéts ; and exhibit his conduct 
in yours.” 

Be not deceived by worldly gran- 
deur. A Prince is not the fource of 
it. It is only lent to him. Sovereign- 
ty, in its origin, appertains to God 
alone. He finds himtelf equally fub- 
ject to God with all the reft of man- 
kind, though he hath an authority 
over others that belongs to him alone. 
And he confiders himtelf, with refpe& 
to God, as being a King by trutt and 
deputation, of which he exercifes the 
Juniidicion, till ir fhall pleafe God to 


revoke his commiffiion. He fupports 
to his fubje€&ts the auguft character of 
a Sovereign, becaufe he is invefted 
with it; and he preferves the modetft y 
of a fubject towards God, the King of 
Kings. He commands, and he obeys; 
and he does not command, but in obe- 
dience : and he thoroughly compre- 
hends that, the higher he is elevated 
above men, the lefs that elevation be- 
longs to him, who at bottom has no- 
thing but what is natural to all men. 

The Prince that is endowed with 
wifdom, knows that he is born with 
the fame weaknefles as other mortals ; 
that in his infancy he ftood in need of 
the fame fuccours ; that he fhall have 
the fame common end; that Royalty 
hath ill left him internally the fame 
with thofe who are not Princes; and 
that he fhall leave it, and be as thofe 
who were never invefted with it; that 
it is, therefore, with refpeét to him, 
an adventitious ftate; and that he 
would grofly deceive himfelf, if he 
fhould judge of himfelf, and of his 
real condition, by what is abfolutely 
diftinét and feparate from it. 

Let therefore a Prince, whom ambi- 
tion hath not wholly corrupted, feri- 
oufly compare what he is internally 
with that borrowed power, which he 
can only retain a few years. Let him 
not confound his everlafting intereft 
with an adminiftration that fhall be 
taken from him. Let him maturely 
refle&t upon the unhappy error of thofe 
who appropriate Royalty to themfelves 
in fuch a manner, that they can never 
confider themfelves without it; and 
who never call to mind, that the long- 
eit reign, were it as extenfive as the 
univerfe, is but a point, in comparifon 
of that vaft, boundlefs eternity, in 
which all dignities ceafe, and the ufe 
made of them only fubfilts for ever. 

I would not hereby be fuppofed to 
decry all pomp and magnificence, by 
which Princes demand an outward re- 
frect from the admiring multitude ; 
with refpeé to fuch it would be almoft 
to degrade a Prince, to take froms¢him 
all that pageantry that dazzles them. 
But he muit not place any part of his 
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happinefs in a magnificence he is for- 
bid to fet his heart upon, in which 
there is nothing folid, and which is 
only excufable on account of the weak- 
nefs of thofe for whofe fake it is necef- 
fary, and the impoffibility of maintain- 
ing the refpeét due to fovereign autho- 
rity without fuch methods. Amidft 
all fuch ftate and pomp, he ought to 
have the love of moderation, and even 
of fimplicity, well eftablifhed in his 
mind, It ought to afflict him in fe- 
cret, that he may not reject and put 
away all that troublefome pageantry, 
which ever follows him, and is truly 
a burdenfome reftraint ; and he ought 
to retrench whatever is not abfolutely 
requifite to the fupport of authority. 
Princes of folid merit know how to 
make up many ways what they feem 
to lofe, by cutting off fomething from 
their outward pomp and fplendor. 
They make themfelves to be refpeéted 
by their prudent condué upon a much 
more fure and lafting foundation than 
they are by their external magnifi- 
cence. The love and confidence of 
their people, which they know how 
to gain, attaches them more and more 
firmly to them than the vain admira- 
tion of an unneceflary grandeur. 
Whoever is truly worthy of ruling a 
people, ought to be afhamed to owe 
his authority to fuch filly mean fup- 
ports; and he ought always to have 
that maxim, one of the greateft Em- 
perors of Rome ever had prefent be- 
fore his mind : That it is virtue and 
true magnanimity, and not external 
magnificence which gives weight and 
dignity to Sovereigns. 
hen a Prince has duly reflected 
upon the power ine has received from 
God, and its confequences and badges, 
he ought to turn his eyes towards thofe 
with the government of whom God 
has entrufted him. A truft, which he 
can’t difcharge wifely without know- 
ing them well: and his reign will be 
nothing buta train of follies and blun- 
ders, it he neglects a fcience, which, 
properly fpeaking, is the fcience of 
Kings ; which wil teach him to em- 
ploy in the government of rational a- 
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gents no other means but reafon and 
prudence; to enter into their real 
wants, to fatisfy their juft inclinations ; 
to preferve whatever is good in them, 
and to oppofe or remedy whatever is 
wrong or unjuft among them. 

One mutt have.a very low idea of 
Royalty to confine it merely to power, 
exclufive of reafon. Would we truit 
an imprudent man with the govern- 
ment of a city, with its laws, its com- 
merce, its liberties and immunities? 
What rafhnefs then mutt it be to under- 
take the care and government of a 
vaft empire, confifting of millions of 
men, without endeavouring to under- 
ftand thoroughly what they are, and 
thence to learn one’s duty towards ’em? 

A good Prince ardently defires to 
know how men are moved, attracted, 
governed, filled with admiration and 
high efteem ; that he may lay himfelf 
out to attain all thofe qualities which 
are able to produce fuch effects. He 
is earneft to know what they expect 
of their Governor, that he may not 
fall fhort of their expectation. He 
will enquire, why it is their intereft to 
fubmit themfelves to him, that he may 
govern and manage their interefts in 
{uch a manner, that their fubmiffion to 
him may be more fecure and conftant. 
He will carefully attend to what may 
offend them, or excite their diffidence, 
that he may diligently avoid it. He 
will look attentively into their defires 
and inclinations, that he may difcern 
what it is fit or unfit to grant them, 
left he fhould by a foolifh complaifance 
have any hand in encouraging evils, 
which ought to be hindered by his 
firm oppofition to them. He, above 
all things, applies himfelf to know by 
what means men of various characters 
and interefts may be united in the fame 


way of thinking ; by what methods of © 


infinuation he may penetrate into their 
hearts; by what remedies he may cure 


their prejudices ; by what degrees.he - 


may gain their confidence ; and by 
what fymptoms it may be difcovered, 
whether he is mafter enough to be a- 
ble to eftablith all the good he fees ne- 


ceflary ;_which ought to be the end of 
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all the projeéts and {fehemes of a good 
King. 

But what renders the knowledge of 
mankind {till more neceflary is the in- 
tereit he himfelf hath in the matter: 
for he cannot avoid having to do with 
many perfons, dividing his authority 
with them, and admitting them into 
his counfels and confidence. And it is 
of the aft moment for him to know 
thofe thoroughly whom he trufts, and 
to whom he delegates a part of his 
power, for, if he is deceived in his 
choice, he muft be deceived in all they 
do. His good intentions will be of 
no avail; abortive and unfuccefsful. 
In vain will he ftrive to know the 
truth. He will always remain igno- 
rant of it, and of the true ftate of his 
kingdom ; of real merit, and of what 
deferves his favour and reward. He 
can be but a nominal King, and in rea- 
lity a dupe. His power will only 
ferve to render him odious, and will 
belong to his Minifters alone. 

Therefore, to avoid fo great danger, 
a,Prince muft never be content with 
outward fuperficial appearances. The 
love he bears to his people will make 


‘him timorous and fufpicious, It is to 


avoid an error by which the whole 
kingdom mutt fuffer, and for which 
God has threatened to call him to a 
ftri& account, if he does not take all 
prudent meafures to maintain truth and 
virtue, and to avoid all falfhood, vice, 
And, in order to ob- 


) tain this knowledge, he mutt afk it of 
' God, with an humble and fincere 
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heart in Solomon’s prayer, faying, 
** And now, O Lord my God, thou 
haft made thy fervant a King — Give 
me an underftanding heart to judge 


} thy people, that I may difcern be- 


tween good and bad.” — And, in that 
other prayer which ought to ferve for 


# 2 pattern of prayer to all Princes, re- 
} corded in the Book of Wifdom :—‘O 


God of my fathers, and Lord of mer- 


» cy, who haft made all things with thy 


word, and ordained man through thy 


§ wifdom, that he fhould have domi- 


thon over the creatures, which thou 


hait made, and order the werd ac- 
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cording to equity and righteoufnefs, 
and execute judgment with an upright 
heart: Give me wifdom that fitteth 
by thy throne, and rejeé& me not from 
among thy children : for Ithy fervant, 
and ‘fon of thy handmaid, am a feeble 
perfon, andof a fhort time, and too 
young for the underitanding of judgment 
and laws. For, though a man be never 
fo perfeét among the children of men, 
yet, if thy wifdom be not with him, he 
fhall be nothing regarded. Thou haf 
chofen meto be a King of thy people, 
and a Judge of thy fons and thy daugh- 
ters.—Wifdom was with thee, which 
knows thy womks, and was prefent 
when thou madeft the world, and knew 
what is acceptable in thy fight, and 
right in thy commandments. O fend 
her out of thy holy heavens, and from 
the throne of thy glory, that, being 
prefent, fhe may 4 ee with me, that 
I may know what is pleafing unto 
thee; for fhe knoweth and under- 
ftandeth all things ; and fhe fhall lead 
me foberly in my doings, and preferve 
me by her power. So fhall my works 
be acceptable ; and then fhall I judge 
thy people righteoufly, and be worthy 
to fit in my father’s feat.” 

In this prayer itis clearly averred, 
that no prudence, no experience, no 
labour can enable a Prince to govern 
his fubjeéts well, if he is not himfelf 
conducted by the eternal wifdom. 
Therefore the moft fure way to gain 
a true knowledge of men is to become 
a willing difciple to that eternal wif- 
dom ; to prefer her before {ceptres 
and thrones, filver, gold, and precious 
ftones ; to love her above health and 
beauty, and to chufe her inftead of 
light ; becaufe all good things come to- 
gether with her; ihecarries innumer- 
able riches in her hands ; fhe confers 
health and itrength ; and her light ne- 
ver goeth out. So that it would be 
far better never to fit upon a throne, 
than to mount it without her. But 
the Prince, who is inftruéted by this 
wifdom, has his heart enlarged, a ca- 
pacity to comprehend, as it were, at 
one view, all that is ufeful to men; 
ail that is conducive to public goud ; 
ail 








all that is wrapped up in the compli- 
cated folds of the human heart; and 
whatever is the object of a good 
and well difpofed Prince's heart and 
thoughts. 

However, it is not enough for a 
Prince to afk wifdom of God ; he mutt 
alfo ufe other means of inftructing him- 
felf in what men are, and yhat they 

& from their Prince. For it is 
wifdom that inclines the Prince to take 
roper methods of acquiring light into 
thefe fubjects, and of rendering his mind 
more clear and penetrating. And no- 
thing is more appofite to produce this 
effect than the ferious ftudy of morality, 
which ought to be,as it were, the bafis of 
a King’s knowledge, for it teacheth him 
what man is, his origin ; what he was 
m his firft ftate, and what he is become 
by his degeneracy ; what remains in 
him of his original greatnefs ; what ufe 
may be made of the qualities be ftill 
retains for the public ood of fociety ; 
what precautions mvit be taken for the 
reformation of mankind ; by what re- 
mecies they may be cured; by what 
degrees virtue, the health of the mind, 
is reftored, and by what means it is 
rendered firm and permanent. Prin- 
ces, who are fo happy as to iind good 
inftructions in this {cience, make an in- 
finite progrefs in the lnowledge of 
men; they can trace the motives of 
a¢tions to their firit principles; they 
can dive into their intentions with as 
much certainty almoft, as if they were 
called to be their counfellors: know 
how to manage their tempers with 
wonderful dexterity; conduét them 
more eafily by their inclinations than 
by any other means; know what ought 
to be refufed to them, and what is in- 
nocent, and prepare them by leffer 
virtues for fuch as are more noble and 
elevatcd. 

In the next place, wifdom dire&s 
him to the fecond part of moral {ci- 
ence, which is the knowledge of him- 
felf, to ftudy the movements of his own 
heart ; and thereby to learn what is ca- 


pable of moving and influencing others. 
Hence he will perceive that happinefs 
is the object of all men’s defires ; that 
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it is for the attainment of this end they 
unite in focieties, affift each other, and 
fubmit to a fupreme power, asa pro- 
per means to procure it forthem, and 
to defend them in it. Thefe refleéti- 
ons will lead him to confider what he 
himfelf defires in order to his own hap- 
pinefs ; to difcern what is juft and rea- 
fonable in .thofe defires, and what is 
not; what is poflible to be attained in 
this life, and what is referved to a fu- 
ture ftate. And then, by difcerning 
what is natural to himfelf, he concludes 
it will be fo to all his fubjef&ts. And, 
by putting himfelf in the place and fi- 
tuation of others, he becomes fenfible 
of their wants, and more humane, com- 
paflionate, and tender towards thofe 
that are in diftrefs. And hefees what 
a fingle word can do, when feafonably 
employed ; an obliging manner; a rea- 
fon mixed with a command ; a favour 
accompanied with an encomium ; a de- 
nial foftened by humane kindly expref- 
fions. For, by defcending from his 
throne into his own heart, and putting 
himfelf in the place of his fubjeéts, he 
clearly diftinguifhes what he fhould de- 
fire to be done to him. 

Next to this, I would recommend 
to a Prince an accurate attention to all 
he fees and hears, and to make due 
vefleétions upon all. For it is truth a- 
lone that is equal and uniform ; fteady 
and permanent. Virtue has but one 
face; true merit has no intereft but in 
being what it is; but all affectation 
or artifice to refemble it is too reftlefs 
to maintain the difguife very long. 
Men's paflions change, and in shifting 
they bewraythemfelves. ‘Therefore a 
Prince has nothing to do but to keep 
his cyes always open, and to remem- 
ber what he has obferved, in order to 
know perfectly them that are about 
him. 

To daily experience a Prince ought 
to add that of all ages, and to learn 
from hiftory what men now are. Here 
he will find the characters of men in 
every itation, Princes and fubjects, and 
difcover the motives, interefts, and 
means they employed to gain their ends; 
and have an opportunity to compare 
their 
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their oppofite inclinations, their mutu- 
al faults, and their miftakes ; and by 
the good and bad of former reigns be 
inftruéted in the knowledge of what 
men are, and what their Rulers ought 
to be, and to eftablith his throne in 
righteoufnefs, 

But all thefe advices will be to no 
purpofe, if he refufes to hear what the 
{cripture direéts : “ Be wot wile in thine 
own eyes, fear the Lord and depart 
from evil, and lean not to thine own un- 
derftanding. He that is inftruéted by 
wifdom will be advifed; but a fool 
thinks he cando nothingamifs. Wit- 
dom dwelleth with prudence, and is to 
be found in the counfels of the under- 
ftanding.” 

Befides, it is the part of a goed Go- 
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truly great, Iam, 
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vernor to be beneficent and liberal ; 
to oblige every one in the beft manner 
he.is able. By this he willintereft all 
his fubje¢ts in the fupport of his digni- 
ty and grandeur. He mutt alfo be in- 
vincibie by any thing but juftice and 
reafon. In his intrepidity is the ftate’s 
greateft fecurity. For, how ‘hall a ti. 
mid, cowardly Prince, that is always 
full of donhts and fears, whom every 
anger difconcerts and confounds, be 
able to project and enterprize what is 
requifite for the public good ; to re- 
form abufes, and to fupprefs injuftice ; 
to reduce into order everyithing that 
difturbs it; and to humblerinte fub- 
miflion to his authority alhpitide and 
diiobediencé? a 
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Your Readinc/s tq oblige the Public with that entertaining Part of Hiftory, contain- 
ed in the Lives of great Men, gives me Expectations that the Life of Peter 
the Great, Czar of Mufcovy, w// be acceptable; which contains fome Account 
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The Life and Reign of PETER the Great, Emperor of all Ruflia, 


With bis Head curioufly Engraved. 


HE dominions of this Emperor 
extend from Sweden to China, 
in all about 1500 leagues in length; 
| and are divided into the European pro- 
i} vinces, included under the general 
j name of Mufcovy, and the Afiatic 
| provinces or Siberia, and Mufcovite 
Tartary. 

The European provinces are bound- 
ed on the Eaft by the rivers Oby and 
Irtis; a line drawn from the latter to 
the Cafpian Sea, from thence to the 
river Don, and along by the North of 
Crim Tartary, on the South ; on the 
Welt, the river Nepier divides it from 
)Poland ; North of which lie the pro- 

Winces fince conquered from Sweden, 
On whofe territories it confines quite to 
the frozen ocean, which makee the 


northern boundary. It is near 2300 
miles in length, and 18co in breadth ; 


* and is ufually divided into South and 


North Mufcovy, the latter of which 
is fubdivided into Eaft and Weft, the 
one bordering on Tartary, and the o- 
ther on Sweden: tho’ Mufcovy Proper is 
no more than the province of Mofcow. 
Mufcovite Tartary comprehends the 
kingdoms of Aftracan, Bulgar, Cafan, 
and Siberia, the country of the Sa- 
moiedes, Lucomoria, Loppia, and the 
country of the Tingoefes, which for- 
mesly made a part of Tartaria defer- 
ta, and for the moft part, at prefent, 
confifts of barren deiarts, or uncuiti- 

vated lands. 
The name Mufcory is derived ei- 
ther from the river Mcfcha, or the 
Mofohi 
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Mofchi, a people of Colchis, who in- 
habited near the fource of the river 
Phafis. And the whole empire is cal- 
led alfo Ruffia, from the word Rofla, 
which, in their language fignifies, col- 
lected together, becaufe of the diver- 
fity of nations of which it is compofed ; 
or from Rufs, the brother of Lech and 
Czech, from whom the Poles and Bo- 
hemians derive their origin, who was 
the reputed author of this monarchy, 
whofe limits were extended by Igor, 
fon of Rurich; but much more by 
Suatiflaus, Igor’s fon and fucceffor, 
who puthed his conquefts to the Black 
Sea, ancanaill probability would have 
carsied theriis farther, had not death 
furprifed him in the midft of his victo- 
ries. 

Suatiflaus was fucceeded by his na- 
tural fon Wolodimer, who cleared his 
way to the throne by putting to death 
his brother Jeropolch, &c. obtained 
the fovereignty of all Ruffia, and af- 
fumed the name of Great Duke; mar- 
ried Anne the fifter of Conftantine and 
Bafil, Emperors of the Eaft, renoun- 
ced idolatry, and introduced the Chri- 
ftian religion after the Grecian rite, 
in the year 987 ; and, at his death, 
divided the provinces of his vaft em- 
pire into as many dukedoms as he had 
fons: which divifion, however well 
intended, had like .to have intirely 
ruined his poflerity; for, the petty 
Princes quarrelling amongftthemfelves, 
the Tartars invaded them, and, a- 
mongft other hardfhips, reduced them 
to fuch a low degree of obeifance, as 
to oblige the Ruffian Duke to feed the 
Cham of Tartary’s horfe out of his 
owncap ; and the city of Mofcow on- 
ly to fend him annually a thoufand 
habits made of fine fkins. 

This ftate of fervitude continued till 
the year 1500, when John Bafiliowitz I. 
fhook it off, re-united all Mufcovy un- 
der his dominion, and got himfelf ac- 
knowledged fole Monarch of Ruffia ; 
to which dominion his fon Gabriel, 
otherwife Bafil Juanowitz, added the 
countries bordering on the frozen fea, 
the province of Plefkow, and the 
duchies of Smolentko and Sileria: 


after which he aflumed the title ef 
Czar. 

Hitherto the will of the Sovereign 
was the meafure of the fubjects obe- 
dience : but his fon and fucceflor John 
Bafiliowitz II, having conquered part 
of Livonia, the kingdoms of Cafan 
and Aftracan, and feveral provinces 
on the frontiers of Perfia, along the 
Cafpian Sea,compofed a body of laws, 
and might have been ranked among 
the greateft of Princes, had he not been 
{o cruel in his temper,as to procure him 
the name of Tyrant. He died in 1584, 
and was fucceeded by his worthlefs 
fon Theodore, leaving another fon, 
Demetrius, by a fecond venter, who 
were both cut off by the intrigues of 
Boris Godenow, Great Chamberlain 
of Mufcovy, who had married Theo- 
dore’s fifter, and could be content with 
nothing lefs than the throne of her fa- 
ther; which he at laft afcended by af- 
faffinating Theodore, and poifoning 
Demetrius, in the year 1597. 

Boris governed the nation with the 
greateft art and precaution, but could 
not efcape the misfortunes that are ufu- 
ally the lot of ufurpers. His enemies 
raifed up a counterfeit Demetrius, who 
aéted the part of a Prince fo well, that 
he engaged feveral neighbouring Prin- 
ces to tupport his title to the <rown of 
Mufcovy, with a powerful army ; 
which fo terrified the ufurper, that he 
poifoned himfelf: and, being received 
into Mofcow, feized and ftrangled the 
widow of Boris, and their fon Fedor, 


who was fixteen years old, and had | 


been placed by the populace on the 
throne, upon the deaih of his father. 
Demetrius was crowned on the z1ft 


Tint cnet sacs 


of July, 1605; and was even ac- | 
knowledged by the mother of the in- 4 


fant Demetrius that had been poifon- | 


ed, though fhe knew this to be an 
impoftor : and, could he have bridled 
his pride, haughtinefs, incontinence, 


a 


debauchery, and exceflive expences, | 


he, in all probability, would have in- 
tailed the Ruffian empire in his fami- 
ly: but his oppreffions, and neglect 


of the public adminiftration of affairs, - 


making every thing fubiervient to his 
patiians. 
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paffions, leaving the government to 
foreign favourites, and attempting to 
bring in the popih religion ; the prin- 
cipal Kneez and Boyars, headed by 
Bafil Suifki, defcended from the Great 
Dukes of Mufcovy by the Dukes of 
Sufdal, entered his bed-chamber in the 
night, on May 17, 1606; and Suifki, 
with his own hand, difpatched the 
ampoftor with a piftoel. This revolu- 
tion coft the lives of 1700 perfons,who 
had efpoufed the impottor’s interett. 
Suifki was immediately proclaimed 
Emperor, and took pofleflion of the 
throne on the firft day of June. But 
he was fcarcely inftalled, but the Poles 
played off another impoftor in the 
name of Demetrius, pretending that 
he had efcaped, and that it was only 
a clerk to the Secretary of ftate that 
had been piftoled by Suifki: and the 
Poles fupported him fo effectually, that 
Suifki, after a war of three years con- 
tinuance, was taken prifoner, depri- 
ved of his crown, fhut up in a con- 
vent, and afterwards confined clofe 
prifoner in the caftle of Goitynin in 
Poland, where he died. As for the 
new impoftor Demetrius, he was af- 
faffinated at Coluga by the Tartars, 
and his widow and fon were drowned 
in a river. 

The Mufcovites now without a head, 
and their country invaded by the Poles, 
who entered Mofcow with perpetrated 
unheard-of cruelties on the inhabi- 
tants, elected Michael Federowitz 
Romanow, fon of the Metropolitan 
Roitow, and founder of the prefent 
imperial family, to be their Czar. 

Czar Michael was proclaimed about 
the end of the year 1613. His peace 
was foon interrupted. by another im- 
poftor, who called himfelf the fon of 
Suifki, and was at firft fo well fupport- 
ed as to get poffeflion of the city of 
Plefkow. But his citizens, not able 
to bear with his fcandalous excefles, 
delivered him up; and he was execu- 
ted at Mofcow, in the great market- 
place. After this we hear of no more 
pretenders to his crown; and he reign 
ed thirty-fix years, much refpected by 
his fubjects, died fuddenly in July, 


1761. 5 
1645, and was fucceeded by his fon 
Alexis, a man of good underftanding, 
and a great warrior; who encounter- 
ed, at one and the fame time, the 
Turks, the Tartars, and the Poles, 
with great fuccefs, and forced them 
all, except the Turks, to an advan- 
tageous peace. He quelled three dans 
gerous rebellions ; caufed the Ruffian 
laws to be collected together and 
printed ; introduced feveral manufac- 
tures ; augmented his revenue; and, 
had not death prevented him, he had 
fome thoughts of building a fleet. He 
died in 1676, and left two fons, Theo- 
dore and John, and three daughters, 
Sophia, Mary, and Catharine, by his 
firit wife, Mary Igenita ; and one fon, 
Perer, the hero of this hiftory, and 
one daughter, Natalia, by his fecond 
wife, Natalia Kirilowna, daughter of 
the Prime Minifter Kirili Narafkin, 

Prince Theodore fucceeded to the 
throne of his father; and, as far as 
Itis capacity and ftrength would per- 
mit, he feemed to puriue the real wel 
fare of his people; and for that pur 
pofe he joined with the Senate in the 
exclufion of his brother John from the 
fucceffion, who was too weak of uh- 
derftanding for the government of fuch 
dominions, in favour of his half brother 
Peter, a Prince of a very promifing ge» 
nius ahd ability : yet, notwithftanding 
this fettlement of the government was 
feemingly enatted by the confent and 
defire of the Czar, and the States of 
the nation, death had no fooner taken 
Theodore away, than a party ftarted 
up, and raifed violent commotions in 
oppofition to Petet’s election. 

This faction was raifed by Sophia, 
John’s own filter, who had been fhut 
up in a monaitery ; but, being an arte 
ful and ambitious ‘woman, found means 
to leave her inclofure, and to gain the 
Strelitzes, or life-guards, a fort of fole 
diers like to the Turkith janizaries, to 
her intereft, by engaging their Genes 
ral, &c. to perfuade them that ‘I heo- 
dore had been poifoned by his phyfi- 
cians; and that the Narafkins, the 
maternal uncies of Peter, had {mo- 
thered Prince John with a cufhion: 
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and “ Thete is now a confpiracy, Gen- 
tlemen, continued they, againit your- 
felves ; for certain Boyars have been 
tampering with us to mix poifon in 
the liquor, which, according to cuf- 
tom, is to be diftributed:to you at this 
folemnity, the funeral of Czar Theo- 
dore,” when this confpiracy was in- 
tended to be executed. 

This infinuation fucceeded accord- 
ing to the wifhes of Sophia and her 
confpirators. The alarm-bell rung, 
and the whole city cried out, The 
Narafkins have murdered Prince John. 
And though Prince Odewski, for whom 
the guards had fome refpeét, aflured 
them, already drawn up, on the tsth 
of May, before the palace in order of 
battle, that they had been impofed 
upon; that both the Princes were 
alive, who alfo fhewed themfelves, 
and exhorted them to retire, and to 
preferve the peace of the State; the 
confpirators fo ‘inflamed them with 
brandy, that they murdered the two 
phyficians, who had prefcribed to the 
late Czar ; cut in pieces feveral of the 
chief Officers of the crown, who were 
marked out to them for deitruction ; 
and threw others over a baluitrade at 
the top of the imperial palace, upon 
the foidiers pikes, which they held 
upright on purpofe to receive them. 
At laft they entered the young Czar’s 
chamber, and maflacred in his pre- 
fence al] that were fled thither for re- 
fuge ; and robbed the apartments of 
the Czarina dowager Natalia, Peter’s 
mother, of all the riches they could 
find. In like manner they plundered 
the houfes of all thofe who fell by 
their {word ; nor could the infurrection 
be quelled till Prince John was pro- 
claimed Czar in conjunction with Pe- 
ter, and Princefs Sophia was declared 
Regent, which was the ftation fhe 
afpired to: Peter Alexowitz being only 
ten years old, at his acceflion to the 
throne, and John in no capacity able 
to hold the reins of government. 

Princefs Sophia having now gained 
her ends, and both the Czars being 
very young, it was hoped all troubles 
weuld have ceafed: but Couvantki, 


* 


General of the Strelitzes, and the 
bloody inftrument of Princefs Sophia’s 
ambition, continued to let loofe his 
foldiers to murder and plunder all 
that were not of his party in Mofcow ; 
from whence Prince Boris Galliczin 
had already conveyed Peter; and the 
Czarina Natalia followed them to the 
convent of ‘l'roitzki, or Trinity Mo- 
naftery, for their fafety, being about 60 
Ruffian miles from that capital ; and 
at laft formed defigns of fixing the im- 
perial crown in his own family, by 
raifing a contempt of the two Czars 
among the people, and propofing amar- 
riage between his own fon and Princefs 
Catharine, Czar John’s younger fifter. 

Princefs Sophia prefently took the 
alarm ; and, feeing through his policy, 
had him feized by two hundred horfe- 
men, in his way to the forefaid mo- 
naftery, to which he had been invited 
under a pretence to aflift at the feaft 
of St. Catharine. They dragged him 
into a houfe on the road; and, after 
his fentence had been read‘ to him, 
without any manner of examination or 
delay, both he and his fon were im- 
mediately beheaded. 

This execution at firft threw the Ste- 
litzes into great confufion anu amaze- 
ment; but, having recovered their furs 
prize, they grew enraged and furious, 
running up and down - exclaiming 
againit the government, and folemnly 
and unanimoufly protefting that they 
would take vengeance on the murder- 
ers of their General; and, in order 
thereto, they inftantly poffeffed them- 
felves of the arfenals and ammunition, 
and threatened a total deftruétion, had 
not the German Officers, allembled by 
the Court on this occafion, kept to 
their allegiance, and intrepidly and 
effectually oppofed their regular forces 
to thele rebels, who, though at all 
times ripe for civil diforders, were but 
a rude undifciplined mob: thus they, 
finding themfelves without a leader, 
made propofals of peace, and, having 
killed their Colonels and other Officers, 
in token of their fincerity, fued for 
andobtained pardon, ‘I‘his happened 
in the year 1634; 
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Alt things feemed now to confpire 
for the peace of Mufcovy. The two 
brothers now reigned, in conjunction 
with Princefs. Sophia, who had her 
image ftamped on the coin, together 
with theirs, and figned all writings, 
not only in the empire, but to foreign 
courts. She frequented the Senate 
diligently, exhorted the members of 
it to their duty, governed with great 
prudence, and fhewed a zeal for the 
welfare of the empire: but her love 
for her brother John made her take 
every ftep the could to the prejudice of 
Peter. She procured John a wife, 
notwithftanding his ill ftate of health ; 
and not only neglected the education 
of young Peter, but {trove to ruin him 
in the opinion of all good men : and to 
render him incapable of good govern- 
ment, placed about him every object 
that might fix his attention, ftifle his 
natural light, corrupt his heart, and de- 
bauch his manners ; and at laft refolved 
to put the finifhing ftroke to her poli- 
tics; and, having engaged Prince Gal- 
liczin fo put in execution the cruel 
fcheme of murdering her brother Pe- 
ter, they pitched upon Theodore 
Thekelavitan, who had fucceeded 
Couvanfki in the poit of General over 
the Strelitzes, to be the principal in- 
ftrument of their bloody enterprize. 

The Czar Peter was, at this time, 
at Obrogenkko, a country palace, 
about a fhort league from Mofcew. 
Hither Theodore was marching with 
Goo Strelitzes, whom he thought he 
could rely upon; but two of them, 
fhocked at the thoughts of ftaining 
their hands in the blood of their Prince, 
withdrew privately, and arrived time 
enough to advertize Czar Peter of the 
confpiracy, and to give him time to 
efcape. Peter was in bed; but, jump- 
ing out, he immediately fled, with his 
mother, wife, and fifter; and difap- 
pointed the traitors: who, having 
fearched for the Czar, were informed 
by the guard, that his Majefty was 
jut departed with great precipitation 
from that palace. 

Peter was now eighteen, and mar- 
tied to Ortokefa Federowna, daughter 





of the Boyar Fedor Abfahamowitz, in- 
tirely againft the inclinations of Sophia, 
and to the great increafe of Peter's 
party, which hitherto had been weak- 
eit; and he, finding himfelf in a place 
of fafety, fent letters to the Regent 
that fame evening, to reproach her 
with her treacherous intent. She ab- 
folutely denied the faét, pretending 
that thefe guards went only to relieve 
the others then on duty ; which. was 
improbable, becaufe foldiers are al. 
ways relieved in the day-time. Where- 
fore.the Czar publifhed the attempt, 
ordered the militia to be raifed, and 
fummoned the Boyars, who, in a 
week’s time attended his perfon in 
great numbers. Galliczin excufed 
himielf,on a pretence of being reftrain- 
ed by Czar John; and both he and the 
Princefs Regent tried to fecure the 
Strelitzes to their intereft, by infinu- 
ating that Peter had fome defigns 
againft the peace of the State. But, 
though they injoined the foldiers not 
to obey Peter's orders on pain of death, 
they deferted her intereit. This dif- 
concerted all her treafons, and re- 
duced the ambitious Sophia to difguife 
her treachery with moft humble tolli- 
citations and declarations of her inno- 
cence, by the mediation of two of Pe- 
ter’s aunts, &c. But Peter was not 
any more to be deceived by weak ex- 
cufes, and fair promifes; and having 
convinced his relations of her guilt, 
and that there was a re:] attempt to 
murder him, and to cut off all his fa+ 
mily, he publifhed a proclamation to 
apprehend the traitors. So there was 
now no means left to work upon the 
mercy of the incenfed Monarch, but 
to cait themfelves at his feet. Accord- 
ingly Sophia fet out for the Troitziki, 
with that intent :. but Czar Peter order- 
ed her to be ftopped on the road, and 
carried back to Mofcow, and thence 
to Dewitz, a convent of her own 
foundation; where fhe was confined 
the remainder of her life, which was 
fifteen years, from 1689, to 1704. 
Galliczin and his fon, and feveral of 
his friends, were banifhed to Karga, 
atown in the north of Siberia, tor 
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life, at an allowance of three pence per 
day. As for the General Theodore, 
after a fevere examination by torture, 
and the punifhment of the Knout; b 
which he was wrought upon to confets 
that he was appointed to kill the Czar, 
his mother, and her three brothers, and 
to difcover his principals ; he was be- 
headed. Severalothers, who had ac- 
cepted of the commiffion to affift in 
the aflaffination, had their heads fha- 
ved, were tie dfaft to a ftake, and had 
boiling water poured drop by drop on 
their ikulls, which put them to fuch 
exquifte and intolerable pain, that 
they immediately acknowledged their 
erime, and difcovered their accom- 
plices alfo, and were feverally punith- 
ed with death, banifhment, &c. ac- 
cording to the wiil of the incenfed 
Czar Peter; who, two days afier thefe 
executions were over, returned to Mof- 
cow, and made his entry on horfe- 
back, attended by 18,000 Strelitzes 
for his guard. His wife and mother 
followed foon after in a coach. The 
Czar John ftood to receive his brother 
at the fteps entering into the palace: 
they embraced ; and Peter afking John 
to be friends, who anfwering, that he 
was willing to be reconcued, ‘and that 
he had a¢ted no part in the plats of his 
fitter, but under conftraint, they each 
retired to their refpective apartments. 
And thus ended the regency of the 
Princefs Sophia. 

From this time Czar Peter reigned 
almoft abfolute; his brother John’s 
name bejng feldom mentioned but in 
the public acts; and though he, at 
this time, gave no prefages'‘of being 
that great Prince he afterwards ap- 
peared to be, taking delight’ in very 
idle and cruel diverfions, and having 
but little of the politician in him, he 
was fo happy in the choice of a favou- 
site, that from thence may be properl 
dated the foundation of the true Rube 
fian “acre ;.and from him the Czar 
imbibed fuch notions of virtue and pro- 
priety as made him afterwards one of 
the moft luftrious Princes that ever 
reigned, 


The favourite was M. Le Fort, the 
fon of a reputable family at Geneva ; 
who, accerding to M. dela Motraye, 
having finifhed his ftudies at college, 
was placed with M. Franconis, a con- 
fiderable merchant at- Amfterdam, to 
learn the myfteries of trade, tho’ his 
inclination was ftrongly inclined te a 
military life. An inclination, which, 
though for the prefent it gave way to 
the duties of a compting- oufe, foon 
revived at the fight of the Danifh 
troops, on his arrival at Copenhagen, 
whither his mafter had fent him «in 
quality of a fupercargo. Here young 
Le Fort difcharged his commiffion with 
great advantage to his mafter; and his 
good air, and perfonal merit, gained 


him accefs to perfons of the beft di-. 


ftin€tion ; and, in particular, to the 
Ambaffador that was nominated to go 
to the court of Mofcow, who, charmed 
with his perfon and addrefs, offered 
to admit him among his pages; which 
offer he accepted of with great plea- 
fure, having firft obtained his father’s 
and his mafter’s confent. 

In this ambaflage M. Le Fort foon 
acquired the Ruflian tongue and the 
German fo perfectly, that he became 
qualified to be his mafter’s interpreter. 
It was in this capacity the Czar firft 
took notice of him, one day as he 
dined with his Excellency ; when, be- 
ing pleafed with his addrefs, his rea- 
dinefs in {peaking the langu>ge of the 
country, and the anfwers he made to 
feveral queftions, his Czarifh Majefty 
atked him if he was willing to enter 
into his feryice?. ‘To which M. Le 
Fort, in the moft refpefiful man- 
ner, replied, That, whatever ambi- 
tion he might have to ferve fo great a 
Monarch, yet the duty and gratitude 
he owed to his mafter, would not al- 
low him to promife any thing without 
his confent. But, faid the Czar, if I 
have your mafter’s confent, will you 
then i willing? Yes, replied our 
adventurer; but I beg your Majeity 
would afk by fome other interpreter 
than myfelf. The Czar then, by one 


of his own interpreters, took notice. 


that 
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that Le Fort fpoke good Ruffian. To 
which the Ambaflador replied, that 
he had a genius to learn any thing : 
for when & came to me, faid he, he 
fpoke the German but ill: and, tho’ 
I have only two perfons in my train 
that fpeak the German, he now 
fpeaks as well as either of them. He 
did not know one word of the Sclavo- 
nian (of which the Ruffian is a dialeét) 
when he came into Courland, and yet 
your Majefty fays he {peaks good Ruf- 
fian. Le Fort, at hearing 
thefe commendations, withdrew to a 
diftant part of the room ; which mo- 
deft behaviour did not a little increafe 
the Czar’s good opinion of him. At 
prefent he took no more notice, and 
only called to him to bring him a 

lafs of wine. But, the next time the 

mbaflador came to court, the Czar 
told him, he had a defire to have Le 
Fort about him, and afked if he would 
part with him? The Ambaffador re- 
plied, that the exchange was too ad- 
vantageous to Le Fort, that he wifhed 
him too well, and had too great a re- 
gard to the commands of his Majefty, 
not to confent to it. Accordingly Le 
Fort entered into the Czar’s fervice, 
the next day, in quality of his firft in- 
terpreter ; and foon became fo great a 
favourite, that he was carried with 
with him wherever he went, continual- 
ly atking him about the cuftoms and 
policy of the courts of Savoy, France, 
and Denmark, which he had feen, and 
other foreign affairs. And, amongft 
other things, difcourfing one day on 
the King of Denmark’s life-guards, 
the Czar afked him what he thought 
of his? “ Your guards, and all your 
Majefty’s foldiers, {aid Le Fort, are fine 
well-made men, who want nothing 
but to be well difciplined,and cloathed 
in a proper manner.” In particular, 
he objected againft their long coats, as 


inconvenient and unbecoming a fol- . 


dier. Couldft thou let me fee, faid the 
Czar, fome cloaths that are more 
convenient? Le Fort promifed to do 
his endeavours, and in two days time 
appeared at the Czar’s levee in the re- 


gmentals of a Captain of the guards ; 


which altered him in fuch’ a manner, 
that his Majefty did not know him tiff 
he fpoke, but was much approved of 
byhim. And in two days after he re- 
turned to the fame place in the drefs 
of a private centinel: upon” fight 
whereof, the Czar declared he would 
have fuch for a whole company, who 
fhould be difciplined after the foreign 
manner. 

M. Le Fort with great diligence ex- 
ecuted his Majefty’s orders; and, ha- 
ving engaved all the taylors, found a- 
mong the foreigners, to clothe fifty of 
the talleft and handfomeft Strelizes, 
and others that had fome military 
knowledge ; hemiarched at their head 
with beat of drum to the palace-gate, 
one morning, a little before the 
Strelitzes mounted guard. 

The Czar coming to the window 
was much furprized, but highly plea- 
fed with the Fone : and, after he had 
feen Le Fort give them their firft leffon 
of military exercife, he enlifted him- 
felf in their company to learn the 
fame, and ordered a {uit of cleaths to 
be made for himfelf, as for a private 
centinel: and from this time he re- 
jefted all luxury and unmanly plea- 
fures, to which his predeceflors had 
been addiéted, and led an aétive life, 
continually labouring for the good of 
his country. He even defcended fo 
low as to take the meaneft poft in his 
army, that of a drummer, ftriflly for- 
bidding nis Captain to remember him 
as Czar. In which poft he ferved 
with all due fubmiffion ; lived upon 
his pay, and lay in the tent of a drum- 
mer, till promoted to the degree of a 
ferjeant, which was not till he had de- 
ferved it, in the judgment of his Offi- 
cers, whom he threatened to punifh, 
if they fhould judge too favourably of 
him. By this procedure, he gave his 
Nobility to underitand, that birth a- 
lone was not enough to intitle them to 
military preferments. And the hard- 
fhips and low employments he went 
through himfelf, feemed to give him 
the ftronger right to demand a ftri& 
obfervance of their duty in his fub- 


jects, 
His 
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His Majefty, capable of every thing, 
foon excelled in this exercife, and was 
thus acting the part of a life-guard- 
man, while his brother John, more a- 
greeable to his natural weaknefs, main- 
tained the port of a Czar; and, willing 
to have all his troops difciplined in the 
fame manner, he commanded Captain 
Le Fort to enlift all the foreigners he 
could get. By thefe means he foon 
saifed a confiderable corps, all com- 
manded by foreigners, and difciplined 
after the German manner, whom he 
employed, in that time of peace, in 
mock battles and fieges ; to teach them 
experience without lofs of blood, and 
to keep in actionthat agility and cour- 
age which were the prelude of future 
victories. 

M. Le Fort having thus put it in 
the power of the Czar to encourage 
foreigners, and they finding it worth 
while to leave their own countries, 
there foon appeared in Ruffia an infi- 
nite number of all nations, efpecially 
Germans, Scots, and French; not on- 
ly Officers and experienced foldiers for 
bis army, but men {kilful and expert 
in every profeffion. And in all his 
proceedings this great and good man 
was. generous and difinterefted to that 
degree, that he never accepted of any 
the leait prefent from thofe he put in- 
co employments ; but yet by his me- 
rit, his fervices, and other juftifiable 
and honourable means, he acquired 
immenfe riches, which he poffefied 
without envy from the Roffians, who 
looked upon him as their father, and 
loved him. He faved the lives of an 
infinite number of Boyars, and other 
rich perfons, to whom the Czar would 
have given the Knout, or beheaded 
with bis own hands: when he was a- 
bout to do this, many times on trifling 
eccafions, Le Fort would prefent his 
own head or fhoulders to him, bidding 
him cut or ftrike there,but fpare the in- 
noeent perfon. Which generofity made 
the Czar fo fenfible of his barbarity, 
that he would take him in his arms, 
and kiis him, and fometimes the trem- 
bling victim, whom he was the minute 


before ready to facruice wo his wild 
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paffion. In fine, he in all things ftu= 
died the intereft of his mafter, and his 
fubje&ts : and, to take away all jea- 
loufy from the Ruffians againft the fo- 
reigners he had introduced into. the 
country, he would recommend fuch of 
the natives to the Czar for prefer- 
ment, whom he himfelf, or fome of 
thofe foreigners, had taken pains to 
qualify for the moft profitable employ- 
ments.. His own merit was fixed on 
the folid bafis of fuch honour and in- 
tegrity, that he feared no rivals. Of 
which. we can’t defire a ftronger proof, 
than his care to prepare and make fit 
Menzicoff for the great pofts he after- 
wards enjoyed, who was juft then ta- 
ken into favour from the dregs of the 
people. This new favourite, when firft 
taken notice of by the Czar, was 
no more than a ballad-finger, and 
fervant toa paftry-cook, whofe bufi- 
nefs was tocry about the ftreets a fort 
of puffs and cakes made of minced 
meat : but from this low degree, and 
from one of the pooreft, he, in time, 
became one of the richeft fubjects that 
ever was in Ruflia; obtained the title 
of a Prince, and built palaces more 
magnificent than thofe af the Czar 
himfelf. 

As the poor boy cried his paftry a- 
bout the firgets, he fo diverted the 
Czar with one of his fongs, that his 
Majefty ordered him into his prefence, 
and afked him if he would fell his 
pies, and his bafket; and how much 
he would have for them? The boy 
immediately replied, that he had a 
right to fell his pies; but for his baf- 
ket he muft afk his matter’s leave, be» 
fore he could difpofe of it toany body 
elfe: but, as every thing belonged to 
his Majefty, he needed only to lay his 
commands on him. This reply plea- 
fed the Czar fo much, that he imme- 
diately ordered him to come to Court, 
with a promife of his favour. Here 
his fir employment was but very 
mean: but the Czar, frequently con- 
verfing with him, foon diicovered his 
intrinfic worth, and placed him near 
his perfon, and made him groom of 
hisbed-chamber. He was very hand- 
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fome in his perfon ; tall and well-fha- 
ped. And, at his firft admiffion into 
the Czar’s fervice, he lifted himfelf in- 
to M. Le Fort’s company of foldiers ; 
and behaved in that fituation fo much 
to the good liking of that General,that 
he inftruted him in knowledge and 
{kill enough to command armies ; 
which he afterwards undertook with 
the greateft fuccefs, and became one 
of the braveft and moft victorious Ge- 
nerals in the Ruffian fervice. 

About the fame time that the Czar 
began the reformation of his army, 
an accident happened, that put his Ma- 
jefty ona new purfuit ftill more difficult 
than the former. A {mall Exg/if vef- 
fel, which he faw floating on a lake 
at Ynaclef, one of his pleafure-houtes, 
where it had long laid abandoned and 
ufele(s, revived in him the fpirit of his 
father Alexis, and gave him the notion 
of a fleet, though at that time he had 
no place to ufe it except the White 
fea, And M. Le Fort, among other 
things about fhipping, fo ftrongly laid 
before him the advantages that the 
maritime powers of Europe reaped 
from their naval affairs, that he imme- 
ciately refolved to build a fleet of {mall 
fhips on the lake Periflaufky, and cau- 
fed now and then mock-fights to be 
performed thereon: on which occafi- 
ons he aéted and commanded as a Sea- 
captain, and added that title to all 
his others. 

Thus improved under the good and 
wife inftruétions of M. Le Fort, his 
Council advifed him, at the inftance of 
the Emperor of Germany, the Poles, 
and the Venetians, to declare war with 
the Turks and Tartars, in the year 
1694. And, in confequence thereto, 
having engaged in his fervice feveral 
Hollanders for that purpofe, he com- 
manded feveral gallies and other vef- 
fels to be built and equipped on the ri- 
ver Veronis, which with fome open 
boats of the Coflacks, who inhabit a- 
bout 700 Rufs miles on the Tanais or 
Don, he employed next year in be- 
fieging Azoph, fituated at the mouth 
of the lait mentioned river, where it 
dalls into the Palus Mwosis ; which im. 
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portant place he had certainly carried 
in the year 1695, his firft campaign, 
had it not been for the treachery of one 
a foreigner, employed in the 

uffian artillery who, to be revenged of 
a certain Boyar under whom he ferved, 
for keeping back his pay, nailed upthe 
cannon on the batteries entrufted to 
his care, deferted in the night, and in- 
cited the enemy, reduced tothe utmoft 
neceflity, and ready to capitulate, to 
make a bold fally ; by which they 
threw the Mufcovites into great con- 
fufion, and flew fo many, that they 
were forced foon after to leave the 
place for that year, and to turn the 
fiege into a blockade. However the 
Czar, who in this expedition entered 
himfelf as an Enfign only, though he 
had an army of between 90,000 foot, 
and 20,000 horfe, well difciplined 
troops, was every-where during the 
fiege ; faw every thing done himfelf, 
and made remarks on what had hap- 
pened, And the accounts of whatever 
he performed himfelf were greatly ex- 
aggerated all over Europe : which gave 
the world an idea of him quite difte- 
rent from what had been conceived 
of any of his predeceflors, and. begau 
to raile hopes of him, which were after- 
wards fully accomplifhed. 

Czar John died foon after Peter's re- 
turn to Mofcow, in February 1696, 
and left three daughters, one of which 
is that illuftrious princefs Anne Joan- 
nowna, who now {ways the Imperial 
{ceptre of Ruffia. Of whom a late 
writer gives us this favourable idea, 
that, though he loved his filter very 
much, yet her reigning jointly with 
him and his brother did fo little pleafe 
him, that upon all occafions he rather 
fided with his brother than with her. 
And his great regard for the welfare 
of the Empire made him often fay, 
that, when his brother Peter, fhould 
come of age, he would refign the whole 
power and the throne to him. His 
own widow has faid, that, when fhe 
once told him the Czar Peter flighted 
Princefs Sophia too much, his anfwer 
was, * She is my own filter, but has ufed 
Poser fo ill, the does not deferve we 
fhou'd 
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fhould look upon her ; and, if you fpeak 
§ll of him, I hall deem you to be his 
fecond enemy. The welfare of the 
whole Empire depends on him, which 
I am bound to fet a greater value up- 
on, than even upon you my deareft 
wife.” 

The Czar was not idle during the 
winter. ‘The prodigious preparations 
made in his vatt dominions for recruit- 
ing his army, remounting his cavalry, 
and fupplying his magazines, intimated 
plainly, that he was refolved to try 
the fate of another campaign before 
Azoph. But the expeditious manner 
in which he furnifhed himfelf with a 
fleet, by having veffels built on the ri- 
ver Occa, carried over land to the 
Don, and conveyed down that river 
together with thofe from Veronitz, 
furprized all the world. 

it was on board of this fleet he em- 
barked to block up Azoph, while his 
army befieged it a fecond time. He 
waited the arrival of the 'Turkith fleet 
behind a fmall ifland near the bar, 
which came as they had done the lait 
year to throw frefh fuccours into the 
town, and to fupply them with pro- 
vifions, men, and money. And, as 
foon as the enemy appeared, the Czar 
made a fhew of retiring before them ; 
but, when he had drawn them a littie 
way up the river, he fell upon them, 
and took and funk feveral of their vef- 
fels; and, upon making a fecond at- 
tempt with {mall vefiels and boats, he 
beat them back over the bar. Which 
fo difcouraged the garrifon, who were 
greatly diftrefled by General Gordon, 
a Scotchman, that commanded, and 
carried on the fiege with great refolu- 
tion by land, that they were obliged, 
on the 28th of July, to furrender up- 
on condition of being allowed to march 
out of the place without their arms, 
and to deliver up Jacob the treacher- 
ous Engineer to be punifhed accord~ 
ing to his crime: and for which he 
was afterwards broke alive upon the 
wheel at Mofcow, after having been 
three times tortured on the pine. 

It is worth obfervation, that as the 
ground abeut Azoph did not admit of 
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carrying on trenches, and 360 piece$ 
of cannon upon the works continually 
demolifhed the Mufcovite batteries, 
General Gordon contrived a rollin 
parapet, which with a multitude ot 
hands, and about three weeks labour, 
he brought to perfection. It was*be- 
gun at a good diftance from the place, 
and by the continual application of 
30,000 men, who were relieved every 
four hours, itcame gradually forwards, 
the men behind throwing up the fandy 
earth from the bottom, and others tof- 
fing it to one another upon ftages, till 
the uppermoit threw it quite over the 
top. They brought it at laft within 
half a mufket’s fhot of the walls, which 
it every-where overlooked to the afto- 
nifhment and terror of the befieged : 
from whence the walls were fo ferved 
with {mall fhot, that the Janizaries 
durft not appear; and the continual 
fire from the Ruffian mortars, now fe- 
cured, reduced the whole town to 
afhes, It was faid, that out of 12,000, 
which compofed the garrifon at the 
beginning of the fiege, not above 1300 
marched out of the town, at thetime it 
was furrendered. 

Great was the joy on this happy e- 
vent. ‘The notice of it to foreign 
Courts obtained for the Czar an offen- 
five and defenfive alliance with the 
Emperor of the Romans, Venice, and 
Sweden. And, when he returned to 
Mofcow, he received the compliments 
of alithe Boyars upon his viétory, who 
laid the whole fuccefs on his Majefty’s 
great conduct on board the fleet. 

By the redu€tion of this important 
place, he opened a paflage into the 
Euxine or Black fea ; and, being there- 
by alfo convinced of the great advan- 
tage of a maritime force, he refolved 
to eftablifh a navy, that fhould not only 
fecvre his conquefts, but enable him 
to meet and oppofe the Turks in the 
Black fea: and determined to have a 
fleet of forty men of war, ten ftore- 
fhips and bomb.vefiels, twenty large 
gallies and galleafles, and thirty half 
gallies, and other veffels, built and e- 
quipped with all things neceflary to put 
to fea, within the {pace of three years. 


But 














ces 
ally 


ies, 


ing. 
ur, 
be- 
ace, 
of 
ery 
rds, 
ndy 
tof- 
till 
the 
thin 
lich 
ifto- 
ed : 
ved 
ries 
nual 
y fe- 
1 to 
500, 
the 


ne it 


y e- 
eign 
ffen- 
. the 
and 
ed to 
rents 
who 


ofty’s 


rtant 
» the 
here- 
lvan- 
olved 
only 
» him 
n the 
ave a 
ftore- 
large 
r half 
ind e- 
0 put 
years. 


Bus 


wis tis Ri ha 


For JUL Y, ‘1751. 


Bur the courfe he took to inftru& him- 
felf and his fubjeéts in the art of navi- 
—_s is fo very furprifing, that it will 
ardly gain credit with pofterity. 

Belides the ufual taxes paid for the 
fapport of the war, he obiiged feveral 
of his richeft Boyars to build each of 
them a fhip at hts own expence ; al- 
lowing them the honour of giving 
their own names to the vefiels fo built. 
He alfo impofed a tax on every mona- 
ftery, city, and town, Merchant and 
Gentleman, in every diftri& through- 
out his dominions, in proportion to 
their revenues and eftates, towards the 
charge of this undertaking : and order- 
ed that every one’s proportion fhould 
be doubled, if their fhip was not com- 
pleted by the appointed time. As for 
his own part, reflecting on the incon- 
venience of having no vefiels but from 
ftrangers, or thofe built by fuch in his 
own dominions, he refolved on a way 
to remedy that forthe future ; and de- 
clared his intentions to travel, while 
this fleet was preparing ; and ap- 
—— falaries to many of his young 
lability, whom alfo he commanded 
to travel into different parts of Europe 


| to learn the mathematics, navigation, 


engineering, and fuch other parts of 


| knowledge, as might contribute to his 
| grand detign ; though fome of them o- 


beyed with great reluétance ; and what 
was intended for the real benefit of 
the whole nation was interpreted in a 


| bad fenfe, and made a fubje& of much 


2 





difcontent, and improved by the fediti- 
ous into a plot to take away his life. 
For, while the Czar was bufied in lay- 
ing the foundations of glory and great- 
nels for his fubjeéts, they, refitting 
their own advantage, were con{piring 


againft his life. The building of thips, 


) which had never been known in Rutlia 


before, and the obliging the Boyars and 
Gentlemen to travel, were looked up- 


_ On as terrible grievances; the former 


el 


ates 


entailing a charge upon them beyond 


«7 
the common tax, and introducing 
great numbers of foreigners ; the lat- 
ter being a means to corrupt the re- 
ligious principles of the young travel- 
lers. ‘Thefe, with fuch like infinuati- 
ons, were judged highly criminal, and 
made ufe of by Princefs Sophia’s 
friends, who wanted again to be at the 
head of the ftate, to difturb the peace 
of the government, and, if poffible, to 
overthrow it. Which they propofed 
to effect in this manner: It was refol- 
ved by the confpirators to fet fome’ 
houfes on fire in the night, and when the 
Czar came, as it was always his cuftom 
to appear in perfon at fires, toextinguifh 
them, to affaffinate him amidftthe con- 
fufion. Then to join the Don Coffacks 
with their party; toreleafe and crown 
Princefs Sophia ; to recal Prince Bafil 
Galliczin from Siberia, and make 
him Prime Minifter ; and to reftore the 
Strelitzes to their ancient ftation. The 
execution of this defign was committed 
to three great Boyars, a chief Colonel 
of the Don Coffacks, and four Cap- 
tains of the Strelitzes, and appointed 
for the fecond day of February, 1697. 
But two of the Captains, touched with 
horror at the thoughts of their wicked 
engagement, went and threw them- 
felves at the Czar’s feet, and confefled 
the whole confpiracy, as he fupped at 
M. Le Fort’s the night before. And 
the Czar, hearing it without any vifible 
emotion, rofe immediately from table, 
and went directly, accompanied by 
fome faithful friends, to the houfe of 
John Sickler, a chief confpirator ; feized 
him and the reft without any noife or 
refiftance, and carried them to prifon, 
where they confefled their crimes, and 
received fentence from the whole body 
of Boyars, to have their legs and arms 
cut off, and then their heads; which 
was accordin. ly executed upon them 
on the fifth of March, in the great 
market-place before the cattle. 


rr 


{ To be continued. ] 
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On the Importance of Time, and the Neceffity we lie under 









of improving it. 
Falfly luxurious, will not man awake, 


And, farting from the bed of flath, enjoy 
The cool, the fragrant, and the filent hour, 








To meditation due, and facred fong ? 


SLR, 

"T IM E is fuch a valuable enjoy- 
§ . ment, that every moment we 
lofe of it, ought to be matter of the 
greateft regret: We came into this 
world only to enjoy a fhort and tran- 
fitory being. ‘There is a certain fmall 
quota of time allowed us to play our 
part in the farce of life, and ‘then we 
muft quit the ftage, and make room for 
others, Did men confider this truth 
oftener than they do, what a waite 
of time would it prevent ? We fhould 
then find few complaining of time 
lying heavy upon their hands, and 
Semning to be at a lofs how to employ 
it; on the contrary, they. fhould be 
like the traveller, who fees the fun fait 
declining, and therefore goes at a brifk 
pace, that he may make his inn, be- 
fore he. be benighted ; fo men, did 
they confider oftener the fhortnefs and 
uncertainty of their time, would never 
think it a burden upen them, but em- 

ploy it to the beft purpofe. 
Among the many ways of mifpend- 
ing time, which we may fee daily 
ractifed around us, I think that of 
immoderate fleeping is moft inexcu- 
fable. Sleep, no doubt, is a thing 
neceflary for the fupport and nourith- 
ment of our bodies, but it is rather 
an inconvenience infeparable from 
mortality, than an excellency belong- 
ing to, our nature ; every time we go 
to fleep, we ought to think we fee the 


Thy works, O nature, let me here admire, 
Contemplative immortal architeé ! 

How beauteous are thy works, producing ftili 
Delight unto the philofophic eye, 

That rightly views thee ; beauty, harmony, 
And admiration ftill on thee attend, 

In all thy works, or thefe indu’d with life, 
Or thofe inanimate, proceeding on, 


Tuomson’s Summer, 4 


image of death, as it were, in aglafs 
before us; for, when we drop into that 
{tate of ‘infenfibility, wefeel what has 
the rieareft refemblance to the chil- 
ling advances of the grifly Monarch. 
How unaccountable is it then, and 
how inconfiftent with the dignity of a 
rational creature, to allow near one | 
half of his time to glide away un- | 
perceived ? "Tis no better than cur- © 
tailing of ‘life, which at beft is but f 





fhort, and therefore every moment of 
it fhould be employed to the beft and 
nobleit purpofes, fince Heaven hasbeen | 
pleafed to endue us with a rational 
mind, capable of the nobleft purfuits ; 
a mind that can go beyond the bounds § 
of created beings, and contemplate jf 
the perfections of the Deity. We 
certainly abufe this ineftimable. gift of 
Heaven in the higheft degree, when 
we allow ourfelves to be employed in 
long groveling purfuits, or in the im- 
moderate gratifications of any of the 
bodily fenies. If we will look a- 
broad only into the works of nature 
around us, we will find an infinite 
field, wpen which to employ our rea- 
fon and reflection ; we will there find | 
fuch things as are capable of infpiring | 
grand ideas of the Deity ; and, from 7 
the greateft to the leaft of his works, 7 
we may obferve his power, wifdom, 
and :goodnefs, clearly difplayed. 
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By ftrideft rule, and uniform in all, 

"hy ways, ne’er erring ; when thou feem’eft to err, 
By rade mifchance diiturb’d, yet there, by art 
Inimitable, who, with daring arm, 

Adventures oft to mimic thee in vain. 


I always thought, that one third of 
a man’s time was rather too great an 
allowance to be fpent in a ftate of 
fleep ; fix hours intwenty-four, which 
is the fourth part, appears to me fuf- 
ficient, and is what every man may 
reduce himfelf to, who is fo far maf- 
ter of himfelf, as to go i bad 
habits and cuftoms. 

The indulging fleep too much is 
pernicious on a double account. When 
we are afleep, we are deprived of all 
our rational faculties,-and are in no 
condition fer improving ourfelves, or 
advantaging our neighbours; itis a 
ftate of inactivity, in which we can 
fcarce be faid to enjoy life ; and there- 
fore the time that is fpent in fceping, 
is juftly fubtracted from life ; becaufe 
it comes to no account in the fum 
total of our time.: Excefsin fleep im- 

airs the health, and weakens the 
ole. as much as all-other kinds of 
excefles do; and we find thofe who 
encourage it leaft, feldom fail to be 
moft healthy and vigorous, and more 
adapted for aétion and bufinefs, than 
thofe who flumber away one-half of 
their time. 

It is my practice here, in the coun- 
try, to get up for the moft part before 
the fun rifes;' then I go to my win- 
dow, where I have an ample view eatt- 
ward to the fea: You cannot imagine 
how charming the fcene appears, a ae 
the fun begins to gild the horizon ; 
when Aurora rifes in her chariot, a- 
dorned with rofes, and proelaims the 
approach of the great difpenfer of day 
to our hemifphere ; then the morning 
ftar, whofe {plendor was fuperior to 
that of the other ftars, during the 
night, laft of all veils herfelf, and 
yields to the fuperior brightnefs of the 
glosious orb : ‘So fcbn as he begins 
to appear, all nature then feems to 


rejoice, and numberlefs beauties ftrike 
the ravifhed eye; the lark, and other 
aerial chiorifters, with thefr mufical 
pipes, join in the general chorus, and 
welcome the joyful return of day. 
Who would not then walk out to the 
fields, to tafte the fwects of the morn- 
ing, to breathe health and vigour, 
which are diffufed around by the fra- 
grant breeze? 

It is then a proper time to ftddy 
nature and her works, when all the 
faculties of the mini are in a vigo- 
rous ftate, and the imagination is 
clear and lively ; then men fhould 
begin the day with hymns to the 
Creator, and adore his bounty and 
goodnefs, who has replenifhed the 
earth with every thing that is delight- 
ful and neceffary for life. But, in 
furveying in his works, we fhould 
take care how far we launch into idle 
enquiries. If once we take it in our 
head to be perfeé in the knowledge 
of caufes, we will lofe ourfelves in a 
maze of difficulties, out of which we 
will find it no eafy matter to extri- 
cate ourfelves. We will fall into fcepti- 
cifm, and doubts of every thing, fhould 
we once put too much cenfidence in 
our own fufficiencies. If we examine 
into the leaft of nature’s works, we 
will:find even that exceeds the bounds 
of our comprehenfign. Our under- 
ftanding was made fipjte, while we 
are in this world ; perhaps in another 
life, it thall be fo enlarged, as that we 
fhall be able to under egnd the whole 


“chain of caufes, and its fource, who 


is the fupreme cayfe, or the Creator of 
the stiberlefs worlds about us. Let 
then the glorious works of God, while 
we are ‘In this world, be rather the 
fubjefts of our devout adoration, than 
of our over-curious enquiry. 


Cz And 





The UNIVERSAL MAGAZINE 


And, fure, for better purpofe, wifer ends, 

Has all governing providence conceal’d 

His great myfterious works from mortal ken, 

Yet has enough difcover'd to difplay 

Omnipotence, and wifdam infinite, 

And pow’r immenfe, creative. Who can view 

Thy work, eternal éffence ! who behold 

The univerfe, in all its glittering pomp, 

Thro’ boundlefs {pace diffus’d ; the burnifh’d funs, 

That blaze, unnumber'd, thro’ the wide expanfe ; 

The globes, in endiefs myriads, moving round 

Their axles, and the long elliptic tract 

Of comets, fkimming thro’ the dreery watte, 

That ftart the foul to think, now from the fun 

Remote and chill, now near his buffing ray, 

Intenfely hot, with unextingufh’d blaze, 

Sword-like hang o’er one half the azure cope, 

And ftun the nations, boding bloody war 

And ruin! Who can view and not adore? 

Thy pow’r, almighty architect divine ! 

With wifdom fraught, firft fet the gay machine 

In play, and with the hand of harmony 

Inform’d the whole! Nor in thy leffer works, 

Minute creation, does thy wifdom fhine 

With lefs perfection ; thy almighty power, 

Supreme Creator, ftrikes the dazzled eye, : 

Where’er it turns ; the teeming earth is thine, 

And all its produéts vait, of various kind, 

That deck the fmiling year; the cedar tall 

Is thine ; and all the vegetable tribe, 

Down to the loweft fhrub that choaths the vale, 

Are thine; and every flow’r of lovely hue, 

Profufe, and fweetly mix’d, that ftrikes the fight 

With pleafure high, was by thy pencil drawn. 
Earth in her bowels too contains thy ftores, 

In rich profufion fcatter’d ; brilliant gems, 

Of many a beauteous tinge ; the mineral 

In earth's dark caverns firft by thee was form’d, 

And made to grow, in branches wide diffus’d, 

And vagrant veins ; the mighty deep is thine, 

And all the finny group, that flounce below, 

The whit’ning wave ; the Leviathan huge, 

Thy finger fafhioned, and all the glittering fry 

‘Of fithes thou haft form’d, the big, the fmall, 

In form alike admirable. To thee 

Belong the feather’d nations; every tribe 

That tkims the bufy air, with plumage gay, 

From thee their being had ; thou, at the frit, 

Taught them to warble, form’d their little pipes 

To harmony and modulation fweet, 

In various notes profufe. The foreft thou 

Firft peopled with its fierce inhabitants ; 

The lion ftrong, rapacious King of beatts, 

By thee was taught to roar; the tyger fell 
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Thou mad’ft, the terror of the Lybian plains, 

Fierce and blood-thirfty ; thou the thaggy boar 

For rapine form'’d; the arm'd rhinoceros, 

The big unwieldy elephant, and all 

The rangers of the foreft, {prung of thee. 
From thee proceeded, too, the tamer kind 

Of animals, or for the fervice meant 

Of man, or for his food ; the fiery fteed, 

So fierce, yet traftable, now {cours the plzin, 

Now feeks the cooling ftream ; the trufty doz,. 

Still to his mafter true, to guard his houfe 

Or orchard from the thief; ‘the mountain’s brow, 

With lowing cattle garnifh’d, and the vale 

Cloath’d thick with fleecy flocks, the fhepherd’s care, 

By thee were peopled ; thy creating art 

Appears. thro’ nature’s wide extended frame, 

Embellifhing the whole ; the {malleft {pace 

Was not unpeopl’d left by thee ; the ftone 

Contains its numbers, and the verdant leaf 

With namelefs infects {warms ; the fleeting air 

Abounds with life, and every liquor, too, 

Includes its myriads, fwimming, to the eye 

Invifible, and all for ufe defign’d 


Ungqueftionable ; every fmalle 


part, 


Subfervient to the whole, fo nicely knit, 
That but difturbing one confufes all. 


Glafgow, March 22, 
“S988, 


Sir, 
Yours, &e. 


The Proceedings of the Britith Parliament. 


HE Parliament of Great Bri- 
tain, in 1750-1,met onthe 17th 
- of January, at which time his Ma- 
) jefty was pleafed, in a mott gracious 
fpeech, to inform both Houtes, that 
his care and attention had been con- 
§ ftantly employed to improve the pre- 
fent tranquillity : that he had conclu- 
ded a treaty with the King of Spain, 
whereby fuch particular differences, as, 
from the nature of them, could not be 
fettled in a general treaty, have been 
amicably adjufted, without the inter- 
vention of any other party ; and that 
the commerce of his fubjects with that 
country is eftablifhed upon the moit 
advantageous and fure foundations. 
He farther acquaints them, that he 
had, in conjunction with the Emprefs 
Queen and the States General, con- 
luded a treaty with the Elector of Ba- 
py 2ra: and that he is taking fuch far- 
her meafures as may beit tend to 








ftrengthen and fecure the tranquillity 
of the Empire; fupport its fyftem ; 
and timely prevent fuch events, as 
have been found by experience to en- 
danger the common caufe, involve 
Europe in the calamities of war, and 
po: 3 the lofs of much blood and 
treafure to this nation. 

He defires only fuch fupplies for the 
current year,as fhould be found necef- 
fary for the nation’s fecurity, and mak- 
ing good the engagements he had con- 
tracted, and are ready to be communi- 
cated tothe Commons. He congratu- 
lates them with the fuccefsful and hap- 
py events which followed the reduction 
of the intereft of the national debt: and 
concludes, with a general exhortation 
to his Lords and Commons, that they 
make the beft ufe of the prefent ftate 
of tranquillity for improving the trade 
and commerce of thefe kingdoms ; for 
enforcing the exscution or the laws; 

and 
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and for fupprefling thofe outrages and 
violences, whith are inconfiftent with 
all good order and government, and 
endanger the lives and properties of 
his fubjects. 

The fame day--both Houfes of Par- 
liament took this moit gracious {peech 
into their confideration ; and it was a- 
greed refpectively by them both, with- 
out any divifion,te draw up their ad- 
drefles of thanks for the fame. 

The Houfe.of Lords waited on his 
Majefty on the 18th at two o'clock, 


and prefeyted their addrefs, and were’ 


received moft gracioufly. 

The Houfe of Commons the fame 
day refolved, that no petitions for pri- 
vate bills be received after the 7th of 
March next : that their addrefs ‘be pre- 
fented to his Majefty by the whole 
Houfe : and that a congratulatory ad- 
drefs be prefentedto his Majefty, on 
the increafe of the Royal Family,by the 
Princefs of Wales, fhe having been deli- 
vered of another Prince. hich was 
done accordingly on the roth, and 
moft gracioufly received. 

On the 22d,.the Lords defired a 


prefent conference with the Commons, 


in the Painted Chamber, touchitig. a. 


matter highly concérning the honour of 
his Majelty and’his government. And, 
‘they being met by a Committce of the 
‘Houfe appointed to manage the faid 
“conference, it was to acquaint this 
“Honfe,that the Lords having taken into 
confideration a certain printed paper, 
“intituled, ‘ Conftitutional queries, ear- 
neftly recommended to the ferious con- 
fideration of every true Briton,’ ‘had 
‘come to this refolution, that the faid 
aper is a falfe, malicious, fcandalous, 
“mntamous, and feditious libel, contain- 
“ing the moft falfe, audacious, and abo- 
minable calumnies and indignities up- 
on his Majefty, and the moft prefump- 
tuous and wicked infinuations, that 
‘our laws, liberties and properties, and 
tle excellent conftitution of this king- 
dom, are in danger under his Majetty’s 
legal, mild, and gracious government, 
with intent to inftil groundlefs fufpici- 
ons and jealoufies into the minds of 
his Majeity’s good subjects, and to ali- 





enate their affuétions from his Majefty 
and his Royal Family : and that they 
had farther refelved, that, in abhor- 
rence and deteftation of fuch abomi- 
nable and feditious practices, the faid 
printed paper be burnt by the hands of 
the common hangman, in New Palace- 
yard, Wettminfter, defiring the concur- 
rence of the Houfe of Commons to 
thefe refolutions. 

Which being reported to the Houfe 
by the Matter of the Rolls, this Houfe 
agreed with the Lords in the faid re- 
folutions, and unanimoufly agreed to 
addrefs his Majefty to give immediate 
orders, that the moft effectual means be 
taken to difcover the author, printers, 
and publifhers of the faid libel, and 
to bring them to condign puni fhment. 

‘Till the 28¢h little -was done but re- 
ceiving petitions for private bills; fe- 
veral eftimates of accounts relating to 
the navy and army ; iffuing writs for 
eleéting new Burgefles in fuch bo- 
roughs as were vacant ; confidering 
that_part-of his Majefty’s {peech which 
demanded a fupply, and in confider- 
ing of ways and means how to per- 
form the fame. 

On Jatiuaty.28,feveral burgeffes and 
inhabitants of Weftminfter complained 
of an undue éleétion and return for 
the faid city. Sir GeorgeVandeput did 


‘the fame ; and the matter of the faid 
; ange was ordered to be heard, at the 


ar of the Houfe, the 5th,of February. 
The Houfe having queftioned Peter 
Legh, Efq; the High-Bailiff of Weit- 
minfter, concerning the delay which 


‘happened in the faid ele€tion; he al- 


ledged, that the faid ele€tion was pro- 
tracted by an affeéted delay, by the 
means of Mr. Crowle the Counfellor ; 
and that he himfelf had been ill treated 
and obftruéted ‘in the execution of his 
office by the Hon. Alexander Murray, 
Efq; and one Mr. Gibfon, an upholder 
in'Covent-Garden. Who were feveral- 
ly ordered to attend. the Houfe. 


On the 2gth, it was refolved; that 


it is the opinion of the Committee, 
that 8000 men be employed for the 
fea fervice for the year 1751, and that 
41. per mont ‘be ‘allowed ‘for ‘each 

, man 
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than for thitteen months, including the 
ordnance for fea fervice. But this did 
not pals without great debates. 

- On the 31, his Majefty having laid 
before the Houfe copies ef the treaties 
with Spain and Bavatia, as mentidned 
in his {peech, the Commons proceed? 
ed on the High-Bailiff's. complaimt)a- 
gainft Mr. Crowle, and, after examina - 
tion of witnefies, found him guilty of 
the charge; and ordered him to be 
reprimanded upon his knees by the 
Speaker, and difcharged. But not 
without a divifion of 184 againft 129. 

On the 1ft of February, Mr. Gibfon, 
being found guilty of an high contempt 
of the authority and-privileges of this 
Houfe, by reficé&ting on the proceed- 
ings of the Commons and of the Le- 
giflature, was ordered to be commit- 
ted prifoner to Newgate, after a divifi- 
on of 214 againtt 63. 

On the sth, it was refolved to em- 
ploy 18,857 land forces for the year 
1751,including 1815 invalids,and com- 
mifion and non-commiflion Officers. 

That 612,305 1. 7s. 11 d. be al- 
lowed for their maintenance. 

_ That 64,000 |. be granted for redu- 
ced land and marine Officers. 

That 62,567 1. 2s. 6d. be granted 
for outpenfioners of Chelfea.Hofpital. 

That 3,310 1. be granted: for Off- 
cers widows. 

That 4,747 1. 15 s. 10d. be granted 
for reduced and fuperannuatedOffcers. 
All for the year 1751 only. 

On the 6th, the honourable Alex- 
ander Murray, being allowed Council, 
was called to the eg and heard a- 
gaint the charge of the High-Bailiff. 

3ut it appearing upon evidence, that 
he,in a menacing and infulting manner, 
attended by a mob to the houfeof Mr. 
Baldwin, the Deputy High- Bailiff, de- 
clared, that he and a thoufand more 
had fworn, that the High-Bailiff fhould 
make. his return in the middle of Co- 
vent Garden; that, immediately after 
the faid return was made, the {faid 
Adtexander Murray did appear at the 
head of a mob, near the place where 
the return was made, and, while the 
seturning Officer was in the veitry, did 


then utter words, exeiting. and inflam- 
ing the {aid; mob to affault and murs 
der ‘the returning Officer ; | and that 
afterwards, as the reaurning Officer was 
going away, the faid Alexander Mur- 
ray,perfeyering in his wicked purpofes, 
did, at the head of the faid mob, incite 
them to acts of violence, faying with 
imprecations, Will no body knock the 
dog down ? Will no body kill the dog ? 
kt was. refolved jhe fhould be commits 
ted to Newgate, on a divifion of 16g 
againft 52, and-ordered. :to receive his 
fentence at.the bar ef the Houfe 
upon his knees, on a divifion of 163 
againft 49. And the faid Alexander 
Murray, in an infolent and audacious 
manner, abfolutely refufing to be upon 
his ‘knees, as required, m was far- 
ther refolved, that he was thereby 
guilty of a high and moit dangerous 
contempt of the authority and privi- 
lege of this Houfe : that he fhould be 
committed clofe prifoner to Newgate, 
and not allowed, pen, ink, nor paper, 
and that no perfon fhould be admitted 
to have aecefs to him without. leave of 
this Houfe. 

On the 8th, it was refolved to con- 
tinue the duties on malt, mum, cyder, 
and perry, from the 23d of June 1751 
to the 24th of June 1752; and to 
pafs the bill for naturalizing John Lio- 
tard and Daniel Richard. 

On the 1 1th, it was refolved to grant 
236,420 1..18 s. 6d. 2 fer the garri- 
fons and forces in the Plantations, Mi- 
norca, and Gibraltar: and 16,000 1, 
for the pay of general and ftaff Offi. 
cers in the land fervice in 1751, 

On the 12th, it was refolved to pafs 
the bill for naturalizing Chriftopher 
Jacob Krauter ; and Sir George Van- 
deput, Bart. was permitted to withdraw 
his petition, as alfo that of the city of 
Weitminfter, at their own requeft. 

On the 14th, it wasrefolved to grant 
290,302 1.7. 10d. for the ordinary 
of the navy, including half-pay to Sea- 
officers for 1751. 

_ 10,090 1. for Greenwich Hofpitad 
in 1751. ld 

140,257 1, for building and repair- 
ing ihips in 1751, 

190,150 I. 
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199,150]. for the office of ord- 
mance in the land fervice 1751. 

1,669 |. for extra expences in ditto, 
not provided for by Parliament. 

Mr. Nugent prefented a bill for na- 
turalizing toreign Proteftants. 

On the 15th, the Commons paffed 
the malt-bill, and at his moft humble 
petition difcharged John Gibfon from 
Newgate, after he had received a re- 

simand at the bar of the Houfe from 
the Speaker. 

On the 18th, it was refolved, that 
the land-tax fheuld be 3 s. inthe pound 
for the year 1751. And it was agreed 
to.accept the fum of 1,026,4761. 4 s. 
6 d. from theBank to pay off the unfub- 
feribed annuities and Exchequer orders. 

On the roth, it was refolved, that 
2,325,023 I. 7s. 11d. be granted to 
redeem and pay off fuch old and new 
South Sea annuities as have not been 
fub{cribed. 

On the zoth, thecity of London pe- 
titioned againit the general naturaliza- 
tion bill, pointing out the mifchiefs, 
which they apprehended would flow 
from fuch a bill both to church and 
ftate, and to the trade and navigation 
of this kingdom. And, on the zit, 
the faid city prefented another petiti- 
on, fetting ferth, that it was with the 
deepeft concern the Petitioners obferve 
the common, habitual, and exceffive 
ufe of fpirituous liquors, which pre- 
vails among the lower rank of people, 
to a degree unknown to any former 
gimes ; and that this fcandalous and per- 
-nicious practice is not only a reproach 
to our religion and civil polity, but 
deflroys the health, ftrength, and in- 
duitry of the poor of both fexes, and 
-of all ages ; inflames them with rage 
and barbarity, and occations frequent 
robberies and murders in the ftreets and 
avenues of this metropolis : and what 
is vet a more affecting circumitancc, 
the Petitioners have the greateit reafon 
to apprehend, that it mutt unavoida- 
bly tend to prevent a fupply of a moft 
uleful clafs of his Majelty’s fubjects, 
and thereby threaten d.itruction to the 
trade, navigation, and power of this 
kingdom ; and praying the Houfe te 
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apply fuch remedy, as to them fhould 
feem meet. 

It was this day refolved to grant 
2,100,000 I. to be raifed by lottery, at 
three per cent. to be charged on the 
finking fund, redeemable by Parlia- 
ment. 

On the 25th, it was refolved to 
grant 30,000 |. to make good the en- 
gagements with the Elector of Bavaria. 

6,461 1. 1s. 1d. to make good the 
deficiency of the additional ftamp du- 
ties, at Chriftmas 1749. 

353000 1. to pay the intereft of 
1,000,000 I. lent at 3 } per cent. on 
the falt duty. 

7,880 1. 17s. 1d. for the deficien- 
cy of the duty on licences for retailing 
{pitituous liquors, at Lady-day 1750. 

12,534 l.2s. 0d. + for the deficien- 
cy of the duty of 12 s. per barrel on 
fweets, at Michaelmas 1750. 

4,592 1. 16s. gd. forthe deficiency 
of the additional duties on wines, at 
Midfummer 1750. 

30,4221. 6s. 3d. for the deficiency 
of the duties on glafs and fpirituous li- 
quors, at Midfummer 1750. 

70,097 1. 14s. 8d. for the deficien- 
cy of the rates and duties on houfes, 
windows and lights, at Michaelmas 
1750. 

42,5591. 12s, 7d. for the defici- 

ency of the fubfidy of poundage upon 
goods imported fince the firft of March 
‘1747- 
On the 28th, it was refolved, that 
his Majefty be enabled to borrow 
225,023 1. 11 s. 7d. of the finking 
fund, at three !. per cent. towards rai- 
fing the fupply of his Majetty. And 
the fame day the debates ran very high 
upon the fecond reading of the gene- 
ral naturalization bill. 

On the firftof March, the Commons 
pafied the bill for raifing*money by 
lotteries and annuities : the bill to ena- 
ble John Heath, Eig; to take and ufe 
the firname and arms of Duke: and 
the bill for the better regulation of 
trials by Jury ; and for enlarging the 
time for trials by nifi privs in the coun- 
ty of Middlefex, in which it is enacted, 
that, from and after the furlt day of 


Eatter- 
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Eafter-térm 1751, the perfon or party, 
who fhall apply for f{pecial Juries, fhall 
not only bear and pay the fees for 
ftriking fachJury,but thal! alfo pay and 
difcharge all the expences occafioned 
by the trial of the caufe by fuch fpecial 
Jury, and fhall not have any farther 
of other allowance for the fame, upon 
taxation of cofts, than fuch perfon or 
party would be intitled unto,in cafe the 
caufe had been tried by a common 
Jury: except the Judge does certify 
upon the back of the record with his 
own hand, that the fame was a caufe 
proper to be tried by a fpecial Jury. 
And that no fpecial Juryman fhall be 
allowed, or take for ferving on fuch 
Jury, more than the Judge before 
whom the caufe is tried thal] think juft 
and reafonable, and that not to exceed 
the fum of : 1. 1 s. od. except in cau- 
fes wherein a view is directed. 

It alfo enacts, that every venire fa- 
cias, for the trial of any iffue in any 
action or information upon any penal 
ftatute, fhall be awarded of the body 
of the proper county where fuch iflue 
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is triable : and that no challenge fhall 
henceforth be taken to any pannel of 
Jurors, for want of a Knight's being 
returned in a pannel, in trials where a 
Peer or Lord of Parliament is a party, 
nor any array quafhed by reaton of 
any fuch challenge taken. 

And it farther enaéteth, that, from 
and after the firft day of Eatter-term 
1751, it Tail and may be lawful for 
the Chief Juftices, and the Chief Baron 
of the Exchequer, and in their abfence 
for any other Judge or Baron, as Ju- 
ftices of nifi prius for the county of 
Middlefex, at any time or times with- 
in the fpace of 14 days, and the end of 
any term refpectively, to try all fuch 
iffues as they, or ary of them, are 
impowered by an act of the 18th of Q. 
Elifabeth, intitled an act for trial of 
nifi prius in the county of Middlefex ; 
and by another act of 12 George I. in- 
titled an act for the better regulating 
trials by nifi prius in the county of 
Middletex. 


{ To be continued. ] 


The Pittozy of Cngland (Page 209, Vol. VIII.) continued. 
The Reign of King James I. 


H E fcene we are now entering 
upon will appear vaftly different 
fiom that under the late reign. Inftead 
of an uninterrupted, pleafing harmony 
of government, we fhall meet with a 
perpetual, jarring diffonance ; inftead 


‘Of fuccefs and glory abroad, difap- 


pointment and contempt; inftead of 
fatisfaction, profperity, and union at 
home, difcontent, diftrefs, and, at latt, 
civil war will prefent themfelves in all 
their horrors. 

King James I. had the advantage of 
his predeceffor’s good example : and 
hampy had it been for him, his family, 
ana’ this whole nation, if her example 
had really had a due influence over his 
condua&. Fraught with learning, net 
with knowledge : ignorant of the true 
principles of government; more a 
ttranger to our conttitution by his no- 
tions and habit of thinking, than to our 
cguatry by his birth; obitinate, tho’ 





not fteady ; mifled by felf-opinion, and 
confirmed in error by fuperlative pe- 
dantry : K. James feemed to expect the 
love and to demand the obedience of 
his fubjeéts, purely becaufe the crown 
had dropped on his head ;_ whereas Q, 
Elifabeth feemed both by her declara- 
tions and her aétions to think herfelf 
intitled to the firft, and fecure of the 
laft, for no other reafon than this, be- 
caufe fhe wore the crown to the great- 
eft advantage of her people. Her good 
fenfe taught her what fhe had not 
found in her books, that the ties be- 
tween Prince .and people are not the 
fame with thofe between particular 
perfons in private life. —Thefe perfons 
converfe and live familiarly together. 
Natural fympathies therefore,more ea- 
fily to be felt than defcribed, may unite 
them without the motives of gratitude 
and expectation. Thofe common, good 
offices, which the heart alone fuggeits, 
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are often {ufficient to maintain fuch uni- 
ons; and a man who is neither a faint, 
nor a hero, may hope to find and keep 
a friend. But public, or political, or 
ftate friendfhip, by which we mean an 
intimate and affectionate union between 
the governors and the governed, can- 
not be contraéted without gratitude or 
expectation, nor maintained without 
both. If it could ; if fubjedts were at- 
tached to their Prince by a kind of in- 
ftinét as hard to be accounted for, and 
yetas prevalent as the fympathies a- 
oul dhedened ; the aflertors of the 
divine right of Princes, and of the 
univerfal obedience due to them, 
would have had long ago a more plau- 
fible argument than they have yet 
produced in favour of that doétrine. 
They would have been able to ftop 
the mouths of all gainfayers ; even of 
him, who required a miracle to be- 
come their convert ; and who refolved 
never to believe that flavery was of 
divine inftitution till he beheld fub- 
jeéts born with bunches on their 
oat like camels, and kings with 
combs on their heads like cocks ; 
from which it might be collected, that 
the former were defigned to labour 
and fuffer, and the latter to ftrut and 
tocrow But till fome, fuch miracle 
is wrought, or the inftiné& fuppofed a- 
bove is born with men, we think it 
will remain true, that the union we 
fpeak of between Prince and people 
neither can, nor ought to fubfiit on 
any other terms, than thofe of good 
government on the one part, and of 
gratitude und expectation on the other, 
It is therefore the immediate, the 
pérfonal, the higheit interettof a Prince 
to contraét this union, and to maintain 
it inviolate, in a limited monarchy ef- 
pecially, fuch as ours is; for the wif- 
dom of our conftitution has made it 
fo; and, in making it fo, hath imi- 
tated that divine wifdom, which ap- 
pears in the conttitution of the moral 
world, In this ic may be eafily pro- 


ved from a confideration of the cir- 
¢umftances, m which we ftand as indi- 
viduals, that the general good of foci- 
ety is the particular inggreft of every 
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member. Therefore our Creator de- 
figned that we fhould promote this ge- 
neral good. It is by confequence our 
duty foto do; and every man who be- 
lieves a wife, all-directing mind, and 
who knows that proportioning of 
means to ends is efiential to wifdom, 
mutt fubfcribe to this union: and yet 
determined by falfe appearances of 
good, or attracted by the force of im 
mediate objects, men may, and they 
frequently do imagine, that they pur- 
fue their particular and feparate inte- 
reft, whilft they neglect, or act again 
the general common intereft of fociety. 
For an example of which, we need 
look no farther than to the admini- 
{tration of King James I, and thofe 
Princes who have trod in his fteps. 
This King began and continued 
through the whole courfe of his reign 
to govern,without any regard to thofe 
principles, by which Queen Elifabeth 
had gained the hearts of her fubjects ; 
and, indeed, in open defiance of them. 
He chofe other expedients of govern- 
ment, and trufted to fo many broken 
reeds. Without any talents to procure 
the efteem he awakened the jealoufy, 
and never courted the good-will of his 
people, but initead of it endeavoured 
to inftil into their minds what was root- 
ed in his own, a very good opinion of 
himfelf, and a very mean opinion of 
them. He endeavoured to perfuade 
men, who felt that the balance of pro- 
perty was on their fide, and that they 
held a great fhare of the fupreme 
power in their hands, that, though they 
had this property, yet they had no 
right, or a very precarious one to this 
power. He meant, by the force of 
new-fangled opinions, to attach the na- 
tion to him; as Queen Elifabeth had 
done by the ties of affection and confi- 
dence: or, he meant to govern with- 
out the concurrenoe of the nation: or, 
he meant nothing. The firft was chi- 
merical ; the fecond was wicked ; and 
the third was flupid. Elifabeth had 
been jealous of her prerogative, but 
moderate in the exercife of it. Witer 
James imagined, that the higher he 
carried it, the more ®rong!y he fhould 
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be feated on the throne. He miftook 
the weight for the itrength of the fcep- 
tre; and did not confider, that itis ne- 
ver fo likely to flip, or to be wrenched 
out of a Prince’s hands, as when it is 
heavieft. He never reflected that pre- 
rogative is of the nature of a {pring, 
which by much ftraining will certainly 
relax and often break ; that in one cafe 
it becomes of little, and in the other 
of no ufe at all. 

Yet, notwithitanding his notions and 
principles of government were fo ab- 
furd, by which King James hoped to 
ettablith his authority, he found num- 
bers to adopt them : for numbers are 
at all times liable to be deceived, ready 
to be tempted, and prone to be cor- 
rupted. New fyitems of Jaw and po- 
licy were not only received but propa- 
gated. .Some men were heated by 
oppofition, others were educated in 
prejudice. ‘The plaineft rights of the 
people were called in queftion. The 
leail juftifiable pretenfions of the crown 
were eftablifhed as true axioms of go- 
vernment, and certain principles of the 
Englith conftitution. What F, Paul 
obierves to have happened in the 
church, happened here in the ftate. 
Our Court, like that of Rome, by af- 
firming and denying boldly, and by in- 
fifting peremptorily, brought many 
things to be received as certain, which 
had never been proved ; and many o- 
thers to be looked on as_problemati- 
cal, which had been often demonftrat. 
ed. Thus were thofe divifions creat- 
ed, which could alone render the o- 
thers fatal. Difputes about the ufe of 
the furplice, or the crofs in baptifm, 
would not have unfheathed all the 
{words in the nation, Puritanifm nei- 
ther did, nor would have made fuch 
deadly wounds ; but, when they were 
once made, puritanifm feftered in the 
fore, and rendered them mortal. King 
James conjured up, by ufing tricks of 
government, that ftorm in which his 
lucceffor perithed, His fucceffor, a re- 
ligious and juft Prince, came a party- 
man to the throne. His prejudices, 
imbibed in his father’s {chool of poli- 
tics, confirmed by habit, fortified by 
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the flattery of his Courtiers, and pro- 
voked by the oppofition, which his fa- 
ther and he met with, carried him to 
continue an invafion on the people’s 
rights, whilft he imagined himfelf on- 
ly concerned in the defence of hisown, 

The faétion of the Court tainted the 
nation, and gave life and ftrength, if 
it did not give being, to the fa¢tions in 
the ftate. If the fpirit of liberty 
could have prevailed in time againit 
the firft, there had been no danger 
from the others. But the long and 
obitinate refiftance of the firft gave 
time and opportunity, and even aflift- 
ance to the others, to extinguifh this 
fpirit. Cavaliers and Roundheads di- 
vided the nation, like Yorkifts and 
Lancaftrians of old. No other option 
was left at laft. To reconcile thefe 
difputes by treaty became impracti- 
cable, when neither fide would truit 
the other. ‘To terminate them by the 
{word was to fight, not for preferving 
the conftitution, but for the manner of 
deftroying it. The conftitution might 
have been deftroyed under pretence oF 
prerogative. It was deftroyed under 
pretence of liberty. We might have 
fallen under abfolute monarchy. We 
fell into abfolute anarchy. In 2 
word, we were deftroyed by faction : 
but faction prevailed at Court, near 
forty years before it prevailed amongft 
the people. It was the original prin- 
ciple on one fide. It was only an ac- 
cident on the other, Churchmen and 
Royalifts attacked the conftitution. Pu- 
ritans and common-wealth’s-men, and, 
above all, a motley race of precile 
knaves and enthufiaftic madmen ruin- 
edit. But the lait could never have 
happened, if the firft had not. And 
whoever will difpaffionately trace the 
caufes of that deteftable civil war, will 
find them laid in the conduct of King 
James I, and that as early as his accet- 
fion to the throne of England. 

At his acceflion to the Englifh throne 
he was received with tranfports of joy, 
and all ranks of men made their court 
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tohim, A behaviour which he ou she 
to have improved by fuitable returns, 
to captivate the good will and auecti- 
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Ons of a people fo defirous to be pleafed 
with their King, But this national 
behaviour, as a Scotfman had fore- 
told, fpoiled a good King, and made 
2 bad King worfe. It was natural for 
a vain man to believe what his flatter- 
ers told him, and what he, his own 
greateft flatterer, told himfelf; that 
thefe applaufes and tranfports of the 
people were due to his eminent merit, 
and were an homage paid for the ho- 
nour he did them in accepting their 
crown. Therefore, initead of uniting 
clofely with them in one common in- 
tereft and love, fixing them by marks 
of regard, he took much ftate, and, 
in his journey, forbid, by proclama- 
tion, the concourfe of the people to 
‘him: and,when they could not be kept 
off, would often difperfe them with 
frowns, and fometimes curfes. 
Though this King neglected fo much 
to gain the public, even at the cheap 
rate of affability, he funk into low fa- 
miliarity with his favourites, and was 
profufe of riches and honours to parti- 
cular men. The eftates he gave impo- 
verifhed the crown; and he beftowed 
honours in fo lavifh a manner, and with 


fo little diftinction, that they ceafed, 
in fome fenfe, to be honours; as it 
frequently made thofe that pofieffed 
them the jeft of the nation. 

Whilft he negle¢ted the affe&tion, and 
fought the reverence of the public, he 
loft one, and was difappointed of the 


other. His private and public cha- 
raéter both fel! into contempt. Learn- 
ing was the part upon which he va- 
lued himfclf: this he affeéted more 
than became a King, and broached, 
on every occafion, in fuch a manner 
as would have mifbecome a {chool- 
mafter. His pedantry was too much 
even for the age in which he lived, 
and fixed on him a juft ridicule; be- 
caufe the merit of a chief Governor 
is wifely to fuperintend the whole, and 
not to thine in any inferior clafs, be- 
caufe diterent, and, in fome cafes, 
perhaps, oppofite talents, both natu- 
ral and acquired, are neceflary to move 
und to regulate the movements of the 
overninent; in fhort, be- 
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caufe, as a good Adjutant may make 
a very bad General, fo a great reader, 
and writer too, may be a very igno- 
rant King. 

There were many other circum- 
ftances, which concurred to leflen this 
Prince in the eyes of his fubjeéts, and 
of all mankind, as we fhall have occa- 
fion to obferve frequently in the courfe 
of his reign. In the mean time we 
fhall remark, that the ftate he affect- 
ed, and the pompous titles he was fo 
fond of, ferved to render his pufillani- 
mity (which, with his vanity, made up 
the main of his charaéter) more con- 
{picuous, and his perfon, by confe- 
quence, more contemptible. And, for 
the fake of gaining the na.ne of paci- 
fic, he, within a few weeks after he 
came into England, revoked the letters 
of reprifal, by which Queen Elifabeth 
had put it in her fubjects power to do 
themfelves juftice on the fubjects of 
Spain, without ftaying to be follicited 
on that head by the enemy. He dif- 
armed his fubjects, before he had pro- 
vided for their better fecurity. He 
fiopt them in the courfe of doing them- 
felves juftice, before he was fure of 
obtaining fatisfa€tion for their patt 
loffes; and facrificed the trade of the 
nation, the moft valuable intereft of his 
people, to a foreign and hoftile na- 
tion, to the mean arts of falfe policy, 
and even to his own fears: for it was 
not fo much the love of peace, as the 
fear of war, that made him fo pa- 
cific. 

King James, having thus rejeéted the 
principle of government, by which 
Queen Elifabeth reigned in the hearts 
of her fubjeéts, and made her enemies 
tremble, affeéted to eftablifh his au- 
thority on the exploded doétrine of he- 
reditary right, a mere chimera, and 
contradiéted by the general tenor of 
cuftom, from the Norman invafion te 
his time, by the declared fenfe of his 
immediate predeceflors,. by many fo- 
lemn proceedings in Parliament, and 
by the exprefs terms of law. Queen 
Elifabeth had fo little concern about 
hereditary right, that fhe neither held, 
nor defired to hold, her crown by any 

other 
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other tenure than the ftatute of the 35th 
of her father’s reign. In the 13th of 
her own reign, fhe declared it, by law, 
high treafon, during her life, and a 
premunire, after her deceafe, to deny 
the power of Parliament, in limiting 
and binding the defcent and inheritance 
of the crown, or the claims to it. 
This ought to have had fome weight 
with James. A Prince who had worn 
the crown of Scotland under fo many 
reftraints, and in fo great penury, 
might have contented himfelf, one 
would think, to hold that of + 
whofé penfioner he had been, by the 
fame tenure, and to eftablifh his au- 
thority en the fame principles as had 
contented the beft and greateft of his 
predeceflors : but his defigns were as 
bad as thofe of the very worft of the 
Princes who were before him. From 
the principle of an abfolute indepen- 
dent right to the crown, inherent in 
himfelf, as he vainly boafted of from 
the firft, he introduced the notion of 
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independent authority ; aright fuperior 
to law, not to be pte oe by any 
human power ; and confequently that 
an independent King is accountable to 
God alone. Could he have impofed 
this fyftem of policy upon the genera- 
lity of his fubjeéts, he might have 
bafked himfelf in the full funfhine of 
arbitrary power. But, inflead of ma- 
king his impofitions pafs on the peo- 
ple, it will be found he only awaken- 
ed their jealoufy. The {pirit of li- 
berty baftled all his defigns. And the 
fame active principle, which complied 
with Queen Elifabeth, vigoroufly re- 
fifted King James, though he fcrupled 
not to tell his Parliament, -That, as it 
is blafphemy to difpute what God may 
do, fo it is fedition in fubjeéts to dif- 
pute what a King may do in the height 
of his power : which at lait became the 
intire ruin of his family, as will more 
plainly appear in the courfe of this 
hiitory. 
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CONTAINING 
Original Porms, Soncs, &c, 


Ai general Prayer to the Deity (the Thoughts 
moftly taken from Woollafton’s Religion of 
Nature, Page 120 and 121.) 

Thou dread Sovereign both of heaven 
and earth, 

‘To whom alone all creatures owe their birth ; 

On whom ten-thoufand thoufand worlds de- 

pend, 

And whom no finite mind can comprehend ; 

By whofe all-gracious faving providence, 

T've been from num’rous ills preferv'd, e’er 

fince 

The moment of my birth; to whom I owe, 

Each blifs and comfort I enjoy below ; 

To thee, O Lord, my humble thanks I give, 

Since ’tis in thee I move, in thee I live. 

O let me ne’er thy fiette difpleafure find 

For my demerits, and indue my mind 

With fuch apt difpofitions, that I eer 

Myfelf may fafe and innocently ftcer, 

Thro” ev’ry future crial of my life, 

Free from difturbance, danger, noife, and ftrife. 

May I thy facred mandates ftill obey, 

And ne’er from reafon’s rightful ditates fray ; 

Suffer no earthly power, tho’ e’er fu great, 

Zo injure me in body or eftate, 


May I, by no mifcondué of my own, 

Draw on my guilty head thy vengeance down, 

Grant me perceptions quite diftin€&t and cleag 

Of things perceptible in this my {phere ; 

And O forgive me for thy mercy’s fake, 

If 1 (a worm) through blindnefs or miftake, 

Leave the religion which my fires of old 

Believ’d and held, but which I cannot hold, 

Fearful on any being to depend, 

But thee alone, my author and my end, 

For my falvation and eternal blifs. 

This, this my prayer, my Summum Bonugy 
this. 

Grant me fuccefs in bufinefs, fo much wealth, 

With fuch a meafure of corporeal health, 

As are for me expedient, that I may, 

During the time allottcd for my ftay, 

Glide thro’ this troublous world with peace, 
and find 

True comfort and tranquillity of mind. 

Iilume my thoughts, my faculties enlarge, 

That I may ftill mof taithfully difcharge 

‘Thofe duties which on me :ncumbent arc, 

As thine own creature, and ot heaven an heir s 

And firit to thee, my God, due homage pay, 

And thy bequefts obfequioufly obsy ; 

Nest 
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For all my houfe provide with prudent care, 

Aad ftrive to blefs all thofe within my fphere, 

May I my precious time fo well employ, 

¥t, may redound to my eternal joy ; 

Improve each talent too, with which I'm 

bleft, 

Sud ftore up ufeful knowledge in my breatt ; 

So that I may, by thine aflifting grace, 

Finifh my courfe with comfort, and with peace, 

And be tranfportet! to fome better fiate, 

With endleis blifs and rept’rous joy replete. 
Por tTius. 


To the Author of the Use erfe 
AIL, glorious God! thou gocdnefs’ 
fource, 
And pow’'r’s eternal fpring, 
3nfpire my gratetul brea# with praife, 
My Father, Saviour, King. 


A New SONG. 


Next my ag’d parents fuccour and revere, i 


Thy mercy knows no finite bounds, 
But, unconfin'd and free, 

Illumines the bright orbs of heay’a, 
And fills immenfity. 

Wide rolls the fea, and the fun gilds 
With light each diftant fhore ; 

Thy goodnefs will for ever flow, 
And fhine, when time’s no more, 

Who fhall before thy hallow’d throne, 
Ingulph’d in pleafure ftand ; 

Afcend thy holy mount, and reign 
In the true promis’d land ? 

That happy man, whofe saptur’d mind 
Is with thy pardon blett ; 

In whofe tofs’d foul, thy potent word 
Has fpoke the woes to reft ; 

He fhall behold thy face, ad drown'd 
In floods of glory gaze ; 

Strain every faculty in love, 

And fill the heav’a’s with praifes 


Set by Mr, Boyce. 
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Qe 
Ah? ceafe to call that paffion love, 
Whofe end is to betray ; 
Too foon fhould I comply, you'd prove, 
What fenfual vows your ardour move, 


And your affection {way. 


’ K 

And when, to all my fondnefs blind, 
You'd chace me from your breait ; 

Deluded wretch! when could I find 

That calm content, that peace of mial, 
Which 1 before pofleG'd. 


* the Flute. 











A Nw COUNTRY DANCE. 
SCOTCH Lady. 
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Firft Gentleman foots it to his partner, turns and caft off 2, ; fecond couple ce the fame = 5 


@eft off, and hands round with third couple ~ ; lead up to the top, foot it, and 


NiGcut, a Pocm 


HE watchman counts the clock, while 
time runs on, 
‘The fleeting hours pafs haftily away, 

And journeying down the weft, the fetting fun 
No longer darts its bright enliv’ning ray. 
The face of nature’s all with darknefs veil’d, 

The verdant plains no more delight the eye ; 
No moifture from the wat’ry deep’s exhal’d, 
But vapours fall from out the humid fky. 
The birds forfake the plains, and haunt the 
wood ; 

The ox 2 fhelter feeks nich fome huge oak ; 
the feather’d fongfters, with their chirping 
brood, 

Wing (wift their wav ; 
croak , 


the raven’s difma! 


caft off =. 


Portends events: As the fage matrons fay, 
Some wretch muft perifh in the fated cott ; 
Where fingly the dire bird by chance thould 
ftray, 
Inevitable death muft be the lot. 
The bird of Pallas takes its fullen flight 5 
And bats their leathern wings extended wide, 
That fhun the day, and only fly by night, 
Break from the covert, where they us'd to 
hide. 
The fith, the filent deeps, in fearch of prey, 
Skim haftily along; and, quick as thought, 
The pike, voracious, makes the wat’ry way, 
Nor refts he till the fying prey he’s caught. 
Bright Cynthia's m3} pomp appears, 
Aad ftarry lufies make the dkies more 
bright : 
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32 
The nightly traveller difpels his fears ; 
With chearful fteps he paffes through the 
night. 
Through the thick trees, a pleafing fhade he 
views ; 
The trembling leaves in gentle whifpers play ; 
‘The tufted grafs, befpangled, fhews the dews, 
And glitt’ring glow-worms light him on his 
way. 
In folemn i lo! the world’s retir’d, 
And downy flumbets wrap the mind to reft, 
Save bufy fancy, where the foul is fir'd, 
Still keeps her flutt’ring in the thoughtful 
breaft, 
The fairy train the winding glade purfue, 
With jocund ftrains and merry glee they 
*dvance ; 
In nut- fhells,drink deep draughts of pearly dew, 
And brifkly mingle in the fprightly dance. 
The melancholy cricket, on the hearth, 
With difmal thrill, bids the rude clown 


good-night, 
Then hops he to fome corner, and, in the 
earth, 
Lies where he feels the friendly warmth in- 
vite. 


The purring cat is near the fire-fide fet, 
And meditates the fall of feme thy moufe ; 
She views het pointed talons, fure to hit, 
And calls herfe!f preferver of the houfe. 
The tim’rous hares their forms with fafety leave, 
Bruth through the covert for the new-fown 
corn 5 
Nor fears the fnare, that would his life deceive, 
Nor hears the beagles, nor the echoing horn. 
The fubtle foxes from their caverns come, 
With leering glances tow’rd the farmer’s 
yard, 
Secure to feal the cackling chickens doom, 
Unlefs the trufty cur their fteps retard. 
With awful filence, in fome lonely cell, 
The hermit fits, by his faint, glimm’ring 
light, 
Hears the {weet notes of warbling Philomel, 
Who lulls the foul with mufic and delight. 
Along, the cryftal ftreams in murmurs run, 
Save where a precipice retards their courfe, 
With force redoubled, there they thunder on, 
And break ali bounds by their unbounded 
force. 
The cock, fhrill mefienger of rifing morn, 
With head rec!in’d, torgets the ev ning ftar 5 
Nor, watchful, rifes till the verge of dawn, 
Nor fhakes his plumes till darkneis diiap- 
pear. 


SIR, 

I beg you vould infert the fellorving extempore 

Lines, continued from Page 272, of your loft 
Magazine, on Atheifm. 

¢; 


€ fy bavine Lincs are humbly inferibed to Sir 


The f : 
John Philips, ef Picton-catte, Bart. 


WAKE, awake, ve fold to fenle, awalse! 
And with ke me, oh with like me, wo 


five 
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Where pious Hales, where Yonge, or Hervey 
dwell ; 

There lift’ning, turn each waving hair afide, 

That wanton flow’d to ftop the coming joy : 

As midnight ffiute, tll all their tales were 
told, 

Then, the delicious, wholefome meal devour ; 

Dilute it in-the foft Pierian fpring, 

And turn it to digeftion all.—Oh Hales, 

Thou happy author of my Being-well ! 

Of thee my grateful foul fhall ever thitk ; 

Of thee who tainted and corrupted air 

Expell’d, from my foul’s lungs ; 

And with thy ventilator of advice, 

Breath’d forth freth gales of goodnefs infinite ; 

Still feed my panting foul with living air, 

Such as my needy appetite oftimes, 

When dealt from thy own ftore, devour’d. 

*Tis charity beyond the man, who fteals, 

Through the dark grove unfeen, to fome low 
cott 5 

Where poverty inhabits ; pale diftreS ! 

And meagre want,—contomitants of woe! 

Where the poor widow with a ghafily face 


Sadly beholds her littie naked brood ; 


Pictures of great diftrefs in miniature ' 
Of the poor mother’s want, oh rich inhe- 
ritors ! 


Craw! on the co!d earth, and whining feek 
For what they cannot find—a meal of meat ; 
Till he, the widow’s hnfband, and the orphan’s 
Guardian, came. Hail charity’s foft band ! 
Thou, never fail’: Give thee thy due ; 
Take heaven for thy reward—Oh charity’s 
kind tongue ! ; 
Which whifpers heayenly counsel to the foul ; 
O Hales! ‘twas thine! take thy reward, 
The heaven of heavens is thine ; the tongue 
That faves a foul from death eternal, 
Shall fing Jehovah's praife, before Jehovah's 
face, CLeRicus. 
A RIDDLE, 


HE brigheft beauty I, yet moft obfeur’d: 
Honour’d and courted moft, yet leaft 
endur’d. 
Freeft of things, and yet the fafteft bound s 
Met every-where by all, yet feldom found. 
The wife to me make their unwearied court, 
But I with fools and children freely fport. 
No Stoic’s lite was fober e’er like mine, 
And yet I mingle with full bowls of wine. 
Elder than time, yet a virgin young, 
Who fires the heart, and charms the ear and 
tongue. 
My name by all is every-where ador’d 
In outward fhew, but in effect abhorr’d, 
The greateft purity, and chafteft maid, 
Of vulgar hands, and eyes, and tongues afraid. 
Tho’ moft unmov’d, yet ranging every-where, 
Am always one, and yet in all appear. 
A thoufand fons of mine my chambers fill, 
Yet La pure unfpotted virgin ftill. 
None can my perfon nor my ftation te'l, 
Tho’ Lin every place and being dwell. 
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To the Proprietors of the UNiversaL MaGAaZzine. 


GENTLEMEN, 


The inclofed is a Copy of the original Warrant, figned by the proper Hands, and 
Sealed with the rejpeGiive Seals of thofe Men, in the High Court of Juitice, as 
they filed themfclves, for the Trying, Fudging, and Executing of King Charles I. 
To which are fubjoined fome Memoirs of each of thefe Regicides, extradied from 


the beft Hiflorians. 


Tam yours, &c. 


Ohn Bradfhaw, according to Lord 
Clarendon, was defcended of an 
ancient family in Chefhire and Lan- 
cafhire, but was born himfelf in Che- 
fhire, as Heath particularly remarks, 
hateful to his country, more abomina- 
ble to his name, and moft odious to 
his nation. 

His patrimony was very fmall: but 
he did not want for parts; which, 
fupported by impudence, infolence, 
and ambition, acquired him a hand- 
fome fortune in the practice of the law, 
in which he was brought up in Gray’s- 
Inn; where he was much frequented 
by the factious, and was more ade 
mired in his chambers than at Weft- 
minfter-Hall. 

Two terms before the perpetration 
of the King’s murder, this Chamber- 
Council took the oath of allegiance, 
being called to the dignity of a Ser- 
jeant at law by the powers then in be- 
ing; to prepare him for that detefta- 
ble office, for which he was thought 
to be the beft qualified. 

When he was firft nominated to be 
Prefident of the pretended Court of 
Juftice for trying King Charles I, he 
feemed much furprized, and refolute 
to refufe it: which he did in fuch a 
manner, and fo much enlarged upon 
his own want of abilities to undergo 
fo important acharge, that it was very 
evident he had expected to be put to 
that apology. And, when he was pref- 
fed with more importunity than could 
have been ufed by chance, he requir 
ed time to confider of it, 2nd {aid, 


ic 


would then give his final aniwer; 
which he did the next day, and with 
much ‘counterfeit humility accepted 
the office, which he adminjflered with 
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all the pride, impudence, and hypo- 
crify imaginable. He was prefently 
invefted in great ftate; a guard was 
afligned for the fecurity of his perfon, 
being now declared Prefident of the 
Council of State ; and, for his better 
maintaining the part of fuch.a high 
dignity, his creators gave him Lord 
Cottington’s eftate and the Duchy of 
Lancafter, and 5000 1. in money to 
fupply the prefent exigencies; and 
made him a prefent of the Dean's 
houfe at Weftminfter for ever, for his 
refidence and habitation. 

All things thus difpofed, the King 
was brought before this pretended High 
Court, on a charge of High-trea- 
fon, and other high crimes ; which be- 
ing read, Bradfhaw behaved in a moft 
arbitrary and infolent manner towards 
his Majefty, who would not for any 
of their menaces acknowledge any au- 
thority in that Court to call him into 
judgment ; and concluded with, “ Sir, 
your fins are of fo large a dimenfion, 
that, if you do but ferioufly think of 
them, they will drive you to a fad con- 
fideration, they may improve in you 
a fad and ferious repentance. And 
the Court doth heartily with that you 
may be fo penitent for what you have 
done amifs, that God may have mercy 
at leaft on your better part. Truly, 
Sir, for the other, it is our parts and 
duties to do that which the law pre- 
fcribes. We are not here jus dare, but 

jus dicere: we’ cannot be unmindful 
of what the fcripture tells us: for ‘ to 
acquit the guilty is of equal abominati- 
on 2s to condemn the innocent :’ we 
may notacquit the guilty. Whatfen- 
tence the law affirms to a traitor, ty- 
rant, and murderer, and a public ene- 


my 








24 
my to the country, that fentence you 
are now to hear read unto you, and 
that is the fentence of the Court.” Pur- 
fuant to which his Majefty was after- 
wards put to death, Bradfhaw being 
the firft that figned the warrant for his 
beheading on the 30th of January, 
1648-9. 

After this, Bradfhaw was employed 
in the trial of Duke Hamilton, the 
Earl of Holland, the Earl of Norwich, 
the Lord Capel, and Sir John Owen, 
againft whom he likewife pronounged 
fentence of death. And in all his ac- 
tions he proved himfelf to be the moft 
flagitious of the long-robe, and the moft 
active in the deftruction of monarchy 
in this nation ; but had the good for- 
tune to efcape corporal punithment ; 
for he died a natural death in 1659, 
as it is fuppofed, with grief at the prof- 
pect of an approaching reftoration. 

owever, his body by order of Parlia- 
ment, with fome others, his accompli- 
ces, were dug out of Weftminfter-Ab- 
b y, and, after being expofed at Ty- 
burn, were thrown under the gallows. 

‘Thomas Grey, alias Thomas Lord 
Grey of Grooby, who figns‘ imme- 
diately after the Prefident Bradfhaw, 
was the fon of the Earl of Stamford. He 
entered young and early iuto the fervice 
of the Parliament againit his Sovereign, 
in the poft of a Colonel in Leicefter- 
fhire; where he was generally bafiled 
by Colonel Haftings, wo in thofe 
parts fought under the King’s com- 
miffion. But he had better fuccefs 
under the fuperior conduct and mar- 
tial knowledge of their Generaliffimo, 
the Earl of Effex, at the ficge of 
Gloucefter, where the rebels obliged 
the royalifts to retire, and treafon be- 
came triumphant. 

Thefe, fays my author, are all the 
martial exploits we know of this worth- 
lefs man, who, fince he could not 
more fignalize himfelf by arms, being 
a wretch unqualified for any underta- 
ing, that required as much fenfe, as 
is generally requifite for the carrying 
on of villainous defigns, was found 
fit to be made a tool; and. was ap- 
pointed by their pretended Parliaments 
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to be one of thofe Judges to try their 
King. Which he had the impudence 
and wickednefs to accept of: fat in 
the Court, confented to the fentence, 
and then figned and fealed the war- 
rant for his Majefty’s execution. For 
which fervices, his accomplices re- 
warded him with the Queen’s manor- 
houfe, parks, and lands of Holdenby, 
where he made great havock among 
the woods. And for which he had 
certainly met with his juit deferts, a- 
mongft the other regicides, had he not 
luckily died before the reftoration of 

King Charles II. 

. Oliver Cromwell, who figns in the 
third place, was afterwards Lord Pro- 
tector ; of whom I need add no more, 
than refer your readers to his life at 
large, publithed in your Magazine, 
Vol. VI. page 241. 

Edward Whalley was the fon of Ri- 
chard Whalley of Kerton in Notting- 
hamfhire, who married for his fecond 
wife Frances, aunt of the Ufurper Oli- 
ver Cromwell; by which venter it is 
probable he had bis fon Edward. 

He was fanatically educated ; and 
though the firft noted action of his we 
meet with was his marching with his 
regiment, and taking King Charles I. 
from the power of Colonel Joyce, and 
permitting his foldiers to difturb and 
infule the King, under his cultody at 
Hampton-Court; he was one of the 
firft that efpoufed the caufe of rebelli- 
on; and throve fo well under the tui- 
tion of his coufin Oliver, that he was 
promoted to be a Colonel in the Par- 
liament army. And his rough and 
brutal temper made him a fit inftru- 
ment in the execution of thofe inhu- 
man and traitorous fchemes by which 
the King was to be cut off, and Oli- 
ver raifed to, and maintained in the 
fupreme power. He was fingled out 
to be one of the nuimber of thofe un- 
jut Judges, that pretended to an au- 
thority to try the King. And he fcru- 
pled not, but rather gloried to be 
numbered amongit thofe who figned 
the warrant for his murder. 

During the Protector’s ufurpation, 


he was always in high eftcem with his . 


family, 
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family, and the fanatical party ; but vi- 
goroufly oppofed the title of King be- 
ing conferred on the Protector. He, 
upon the death of Oliver, joined with 
Ingoldfby and Goffe, attempted to fup- 
port Richard in the prote¢torfhip a- 
gainft Lambert's party, whom one of 
thefe three would have killed: But 
Whalley not readily confenting to this 
expedient, and unadvifedly diffolving 
the Parliament, Lambert and his party 
prevailed and cafhiered Whalley, and 
all his adherents. From which time 
we hear no more of him till the year 
1664, when we find him at Lucern in 
Switzerland, whither he at the reftora- 
tion had fled from that juftice due to 
the guilt of murdering his Lord the 
King. He moved from thence,and wan- 
dered about for fome years after ; but 
we can't learn where he ended his days, 

M. Livefey, or Sir Michael Livefey, 
the next regicide in this warrant, was, 
at the breaking out of the civil war 
between the King and his Parliament, 
a perfon of bad reputation, vicious, 
extravagant, and ruined as to his e- 
ftate. In this defpicable condition he 


_ accepted of a commiffion from the 


Parliament to bear arms againit the 
King, as the readieft way to mend his 
fortune, or at leat to fupply his ex- 
pences, and to protect him from his 
creditors. 

He was at laft made a Colonel and 
a Sequeftrator ; and behaved in that ca- 
pacity with fo much injuftice, violence, 
and inhumanity, that he obtained from 
men of as bad principles as himfelf the 
character of Plunder-mafter-general of 
Kent; and recommended himfelf as a 
proper inftrument in the murder of his 
King. Wherefore the mock Parlia- 
ment afligned him a place amongft the 
Judges in their High Court of Juttice ; 
where he affented to the fentence, and 
then figned the warrant for beheading 
his Majefty. He was alive at the re- 
ftoration; but he found means to e- 
fcape the moft narrow inquiries, and 
was truly never heard of more. 

John Okey was born of mean pa- 
rents, who brought him up in the oc- 
cupation of a drayman, He afterwards 
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Bot to be a ftoaker in a brewhoufe at 

flington, near London ; and then a poor 
chandler near Lion-key in Thames- 
ftreet in the faid city. But, changing 
his apron in thofe defperate times for a 
buff-coat, he rofe by degrees to be a 
Colonel of dragoons; a Judge in the 
eww High Court of Juflice to try 

is Sovereign ; and he contented to, and 
figned the warrant for his murder ; as 
it was proved at his trial, but was de- 
nied by himfelf at the place of execu- 
tion; when, amongft other particu. 
lars to alleviate his crimes, he declar- 
ed, * I was none of the Council with- 
in or without; neither did I know any 
thing of the trial of the King, or who 
were the Judges, till I faw my name 
inferted in a paper, and I did fit there 
but once or twice.” 

He was much infected with the en- 
thufiafm of thofe times; and loved to 
fpeak much, and acquired fuch an ec- 
clefiaftic cant, fuitable to that genera- 
tion, that the rulers at Oxford compli- 
mented him with the degree of Maiter 
of Arts. Buthis antimonarchical zeal 
carried him to fuch lengths, that, when 
he difcovered Oliver's inclination to 
feize, and to place himfelf on the 
throne, he deferted his intereft, and 
fided with the anabaptifts and fifth- 
monarchy men; which brought him 
into difgrace with the ufurper, de- 
prived him of his’ regiment, and ex- 
cluded him from all further favours 
under the Proteétorfhip. 

At the approach of the reftoration, 
he fled into Holland, and was taken 
at Delft, as he fkulked under the name 
of Frederic Williamfon, by the dili- 
gence of Sir George Downing (former- 
ly an independent preacher, and chap- 
lain to this very man Okey, but now 
employed by King Charles II. as his 
Rehdent in Holland) who fent him 
with Berkftead and-Corbet, feized at 
the fame time, to England, where they 
were executed on the 19th of April, 
1662,a!ter they were permitted tofpeak 
and pray as much as they defired. 

J. Danvers, alias Sir John Danvers, 
was younger brotheg to the then Earl 
of Denby, and by feafon of his noble 
Ea birth 
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birth was made Gentleman Usher to 
King Charles I. In this promotion 
having more pride than wit, he lived 
above his income ; and finding him- 
felf plunged deeply in debt, and dif- 
regarded by his family and his Sove- 
reign, for affociating with the feditious, 
and propagating their bad principles 
about the court, he, with hopes of 
gain, and of protection from his cre- 
ditors, joined the rebels, always em- 
braced the religion and intereft of the 
prevailing party, and at laft fubmitted 
ro that bale and bloody office to affiit, 
with his prefence, in the mock Court 
of Juftice, and, with his hand and feal 
to the warrant annexed, ‘o take away 
the life of that King whofe bread he 
had eaten, being induced thereto chief- 
ly, as my author writes, through an 
expectation of outing his brother, and 
feizing upon his eftate for his own ule, 
by the fame authority and power as 
fo unjuftiy cut off his Majefty’s head. 
He died a natural death before the re- 
ftoration. 

Jo. Bourchier, alias Sir John Bour- 
chier, or, as fome write it, Bowcher, 
was a Yorkfhire Knight, and a conftant 
rigid independent ; for, as foon as that 
party began to prevail, he alfo began 
to exert himfelf. Hiftory is filent as 
to his other ations, but records his 
name as one of the Judges who figned 
the warrant for the beheading of his 
Sovereign. He appears no more after 
that upon the ftage of the republic. 
His tenets, in all probability, were too 
oppolite to Oliver’s fcheme. But this 
is certain he efcaped his due punifh- 
ment, by dying a natural death before 
the end of the ufurpation. 

H. Ireton, or Henry Ireton, the 
eldeft fon and heir of German Ireton, 
of Attenton in Nottinghamfhire, Efq; 
and brother to Sir tone Ireton, Lord 
Mayor of London in 1658, was born 
at Attenton aforefaid; entered a Gentle- 
man Commoner in Trinity college, 
Oxon, in1626, and took the degree of 
B. A. in 1629, being then 16 years old. 
But he left the univerfity without com 
pleating that degree by determination ; 
and went to the Middle Temple, where 
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he applied to the common law, and ac- 
quired the charaéter given him by Lord 
Clarendon, who writes, that he was 
of a melancholic, referved, dark na- 
ture, and communicated his thoughts 
to very few: fothat, for the moft part, 
he refolved alone, but was never di- 
verted from any refolution he had 
taken; and he was thought often, by 
his obftinacy, to prevail over Crom- 
well himfelf, and to extort his concur- 
rence contrary to his own inclinations. 
But that proceeded only from his dif- 
feimbling lefs: for he was never re- 
ferved in the owning and communi- 
cating his worft ana moft barbarous 
purpotes, which the other always con- 
cealed and difavowed. 

When the grand rebellion broke out, 
he, as a perfon natured to do mifchief, 
left the ftudy of the law, and took up 
arms againft the King ; and {oon after 
married Bridget, a daughter of the 
Protector, then no more than Colonel 
Cromwell. By the intereft and ma- 
nagement of his father-in-law, he was 
prefently made a Captain, then pro- 
moted to a regiment of horfe ; and, in 
1645, upon the new modelling of the 
army, was made Commiflary-general. 
About this time he fhewed his aétivity, 
by his dexterity in breaking the Prefby- 
erian faction in the Houfe of Com- 
mons, in order to enable the Indepen- 
dents to get the King into their own 
clutches. The party gave him and 
Lambert the honour of writing the re- 
monftrance on the army’s behalf for 
juftice to be done on the King, which 
was delivered to the Houfe of Com- 
mons by the hands of Colonel Ifaac 
Ewer, &c. He is alfo faid to have 
written the pamphlet called the Agree- 
ment of the People, and feveral decla- 
rations, &c. before the King was be- 
headed. 

His parts and abilities were fuch ; 
his diffimulation fo profound, and his 
mifchievous defigns had fo clean a con- 
veyance ; that Cromwell made frequent 
ufe of him, when he was put to a pufh 
to compleat his wicked defigns, having 
always found him to be very capacious 
to overthrow Monarchy, and a tho- 
; rough 
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rough paced diffembier, under the mafk 
of religion, being abfolutely the bett 
prayer-maker and preacher in the 
army. 

He fhewed himfelf very bufy in 
bringing his Majefty to trial; had a 
hand in drawing up the ordinance for 
it, and the precept for proclaiming the 
High Court of Juflice ; took his place 
amonglt the Judges of that wicked tri- 
bunal, and was one of the committee 
that appointed the time and place of 
his execution. The mock Parliament 
rewarded him with the commiflion of 
Major- general under Cromwel, Com- 
mander in Chief in the Irifh expedi- 
tion, in June, 1649; and, foon after, 
with a commiffion and patent, confti- 
tuting him Prefident of Munfter, in 
Ireland; a dignity which he did not 
long enjoy, being cut off by the plague, 
in his way to Limerick, on the 26th 
of November, 1651. 

On the gth of December following, 
the Parliament ordered a bill to be 
brought in, for fettling z000 1. per 
annum on the widow and children of 
Ireton, out of the lands belonging to 
George Duke of Bucks; and, on the 
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17th, his corpfe, conveyed by water 
to Briftol, was brought, with great 
pomp, to London; and, after lying in 
ftate for fome time in Somerfet-houfe 
in the Strand, it was buried, with 
great ftate, on the 6th of February, in 
Henry VII's chapel, in Weftminiter- 
Abbey. But its remains were dug up 
after the reftoration, and, after hang- 
ing fome hours on the gallows at Ty- 
burn, on the 30th of January,1659-60, 
was caft into a hole in that place of 
execution. 

Tho. Mauleverer, alias Sir Thomas, 
was originally of an ancient and gen- 
teel family in Yorkfhire, and had be- 
haved fo well under the family of the 
Stuarts, that he was twice knighted, 
frit by King James I, and afterwards 
by his fon, the unfortunate King 
Charles I. Hittory gives no further 
account of this infamous, ungrateful 
traitor, than his readinefs to degrade 
himfelf, by aflifting to deftroy his Prince, 
to whofe fentence of death he not only 
confented, but figned the warrant for 
his execution. He died obfcurely be- 
fore the reftoration. 


The Account of the County of KEN T (P.248. Vol. VIII.) 
continued. 


ROM Rochefter you travel in a 

ftage-coach, which plies every 
tide day and night, for eighteen pence 
a piece to Gravefend, which meafures 
about feven miles. This town is a 
corporation, governed by a Mayor, 
Jurats, &c. who have a right to hold 
a market every Wednefday, Saturday, 
and on Sunday morning for fifh: and 
three fairs, on January 25, April 23, 
and Oétober 13. 

In the reign of King Richard II, it 
was plundered and burnt by the 
French: who, to make reprifals upon 
the Englifh for the defolation made by 
the Englifh army, under Lord Nevil 
in France, came up the Thames with 
their fhips, burnt and plundered this 
and feveral other towns, and carried 
away mott of the inhabitants. But, to 
recompenfe this lofs, that King, by 


Actters patents, granted them the pri- 


vilege to carry paflengers by water 
from hence to London, at four fhil- 
lings the whole fare, or two pence a 
head. ‘This privilege was confirmed 
to them in the 6th of Henry VIII. 
But now the price is fix-pence each 
paflenger ina tilt-boat, and nine pence 
in a wherry. By which means here is 
a conftant flux of ftrangers travelling 
to or from London, it being the bett 
ort of communication with Eat 
cent. 

Here all fhips, outward bound from 
the port of London, ftop, come to an 
anchor, and fuffer, what is called, a 
fecond clearing The fearcher of the 
cuftoms comes on board, looks over 
all the coquets or entries of the cargo, 
and may, if not content, romage the 
whole lading. 

On the 24th of Auguft, 1727, the 
church, and the greateit part of the 

town, 
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town, was accidentally burnt down. 
But the church being rebuilt under the 
fanGion of an act of Parliament in 
1731, which admitted it to be one of 
the fifty new churches ; and the town 
being fince moitly rebuilt ; they make a 
much better appearance for the cala- 
mity they underwent. 

In the year 1736-7, the Parliament, 
having received many complaints a- 
gainft the irregularities committed by 
the paflage-boats of this place, limited 
the number of pafiengers in the tilt- 
boat to forty, at the moft ; and of ten 
in a wherry: prohibits clofe decks and 
beuls nailed down to the wherries ; 
prefcribes the tines of departure of the 
tilt-boats and wherries, and the age of 
the watermen navigating the faid 
boats; and direcis a punifhment againft 
fuch watermen, as wilfully lofe their 
tide, or fetthe paffengers on fhore two 


miles fhort of the place to which they * 


are bound. And for this end the ru- 
lers of the Watermen’s Company are 
hereby obliged to provide Officers at 
Billingfgate and Gravefend, who, as 
near as poflible, night and day, at eve- 
ry time of high-water, and firft of flood, 
are, at their refpective places, to ring 
publickly a bell fet up for that pur- 
pofe for 15 minutes to give notice to 
the tilt-boat and wherries to put off, 
and make the beft of their way, with- 
out lying by, or putting on fhore, be- 
ing within two miles of their refpec- 
tive ports. 

Taking water at Gravefend, you ar- 
rive at London. From whence we 
enter Kent again at the north-weft 
corner by Kent-ftreet, on a fine turn- 
pike road. 

By this road we are led to furvey all 
the fouth-weft part of this county ; for 
leaving Deptford and Greenwich on 
the left, which will be particularly 
defcribed in our next, we come to the 
Jong and ancient village of Leufham, 
which ftands very low among watery 
grounds on the borders of Surry, and 
upon the rivulet Ravenfbourn. It was 
once a royal manor, and famous for 
feveral great meetings, fuch as that of 
the Emperor of Conftantinople, by 
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Henry, in 1415; of Anne of Cleve, 
by Henry Vill, in 1539; of King 
Henry V. when he came out of France 
in 1410. Of the Emperor Sigifmund 
in 1416, and of King Edward IV. in 
1474, by the Mayor, Aldermen, 
and Citizens of London, in their robes. 
Of the Admiral of France, Bithop 
of Paris, &c. by the Lord Admiral of 
England, attended by 500 Gentlemen ; 
and of Cardinal Campejus by the Duke 
of Norfolk, and many Prelates and 
Gentlemen. Abraham Colf, Minitter 
of this parifh, founded two free- 
{chools here, one for Latin, and the o- 
ther for Englifh, with proper allow- 
ances for mafters, and certain exhibi- 
tions for fuch fcholars,asfhould bemade 
fit for the Univerfity ; and left the go- 
vernmentof them to the Leatherfellers, 
London. 

Three miles farther eaftwards ftands 
the fmall; market-town of Bromley, 
whofe marketis kept weekly on Thurf- 
day. Here is a fair on St. Blafe’s 
day, February 3 ; and another on the 
2gth of July. But the chief glory of 
this town is its being the refidence of 
the Bithops of Rochefter, who have a 
fine palace, in a moft agreeable fitua- 
tion, on the top of a hill adjoining to 
this town. Here alfo is a grand col- 
lege or hofpital for poor Clergymen’s 
widows, endowed with zo 1. per an- 
num each. 

The other places worth our obfer- 
vation, on and near this road to Tun- 
bridge, is the {mall village of Orford, 
or as the Saxons wrote it Ottenford, a 
place famous for 2 bloody defeat of /£1- 
crick, or Ealhmund, King of Kent, by 
Offa King of the Mercians, A. D. 773, 
and of the Danes by Edmund Ironfide, 
A. D. 1015. 

Offa, King of the Mercians, accord- 
ing to the fuperftition of the times, gave 
this town to the fee andchurch of Can- 
terbury, after the victory above-men- 
tioned, to attone for the blood fhed in 
the battle, ‘in pafcua porcorum, i. e. 
‘ for the feeding the Bifhop’s hogs,’ as 
the original deed of donation words it. 

It becoming thusthe property of the 
Archbifhops of Canterbury, they built 
here 
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here a ftately patace for a country re- 
tirement, which Archbifhop Warham 
augmented with fuch ftately magnifi- 
cence, that his immediate fucceffor, 
Dr. Cranmer, was obliged to ex- 
change it with Henry Vill, to avoid 
the envy of the great ones of his 
time, who thought fuch ftatelinefs and 
{plendor was too great fora Clergyman. 

But what has made this town moft 
remarkable in our arinals, was the fu- 
perititious devotion paid to St. Bartho- 
lomew in its parifh-church, dedicated 
to that Saint: for it was believed in 
thofe times of popifh ignorance, that, 
if a woman upon her firft conception 
defired to have a male child, if fhe of- 
fered St. Bartholomew a cock chic- 
ken, fhe infallibly obtained her defire : 
on the contrary, if fhe wifhed for a 
girl, fhe muft prefent him with a hen. 
This piece of credulity gained the 
Saint at Otford many adorers, till 
King Henry VIII, being informed of 
this fuperftitious cuftom, took away 
their Saint. 

Almoft due weft lies Wefterham or 
Weitram, which is a neat, handfome, 
and well built town, with a market on 
Wednefday, and an annual fair on the 
22d of April. 

But what will always perpetuate 
the name of this place is the furpri- 
fing account of the nine acres of 
ground, and upwards, which was funk, 
removed, and carried out of its place, 
eight perches, with the hedges and 
trees ftanding thereupon, at Cockam- 
hill within this parith; which began 
on the 18th of December, and fo con- 
tinued till the zgth of the fame month, 
1596. 

The report we have of this phzno- 
menon was drawn up by a neighbour- 
ing Gentleman, and fufficiently attetft- 
ed by the Vicar of the parifh, and many 
other Gentlemen, as mentioned below, 
that were eye-witnefles to the truth 
thereof, and isdelivered in thefe terms : 
In a farmtenanted by one Giles Brown, 
under Robert Heath, of Standerfted in 
Surry, Gentleman, were, among other 
parcels of ground, two. clofes lying to- 
gether, faving that they were feparated 
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by a ftanding hedge of hollies, athes, 
hazels, willows, and aldets growing 
thereon. Its upper face lay fome- 
what aflant, and upon the fhoot 
of an hill; bat not fo much, but that 
a bowl, being caft up againft the hill, 
might eafily have lain fill: otherwife 
it was reaionably level, and had been 
fowed with wheat, barley, and oats, for 
three preceding years fucceflively. 

A little above the north end there- 
of, lying fomewhat higher than the 
reft, hard adjoining to the foot of 2 
very high and fteep hill, was a cartway 
for the ufe of the tenants; and beneath 
that, towards the midft of it, a foot- 
path did crofs to the clofe. Between 
which cartway and fooipath were two 
ftanding pits, the one being about fix 
feet deep in water and more, the o- 
ther twelve feet at leaft, and about 
four perches over in breadth, having 
fundry tufts of alders and fome athes 
growing in the bottoms of them. The 
ground on the fouth fide of the faid 
pits lay higher than the upper face 
of the water about ten feet. And from 
the high hill, mentioned above tolie at 
the upper part of the ground, two lit- 
tle rivulets or drills of water pafled 
down fouthward through the clofe ; 
their channel being divided afunder at 
the upper end, about the cartway, 
twelve perches, and about the midit 
28 perches. All which earth of the 
faid two clofes, within the compafs of 
thefe two rivulets, and about an acre 
more in breadth one way, and 80 per- 
ches in length another way, began, on 
the 18th of December, to alter and 
change form and fafhion, and that very 
diverfly from day to day, for the {pace 
of 11 daystogether, afterthis manner : 

On the 18th, that part which lay 
about the head of the rivulets, which 
the author calls Goreles, funk down- 
right fix feet and a half m length 12 
perches, On the 1gth, it had funk 16 
feet more. On the zoth, it had funk 
at leaft eighty feet more. And then, 
from that day forward, that great 
trench of ground lying partly in thefe 
two clofes, and partly in fundry o- 
thers, con:aining from the cartway ’ 

{outh- 
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fouthward in length about 8 perches, 
and in breadth in fome places 28, and 
where it was narroweft 12 perches, be- 
gan with the trees and hedges thereon, 
toloofen itfelf-wholly from the reft of 
the ground lying about it, and with- 
al to move, flide, and fhoot fouthward, 
not with any fudden fhot, but creeping 
by little and little; fo as the motion 
and ftirring thereof was not difcerned 
nor perceived by them that were pre- 
fently ftanding upon it and working a- 
bout it ; but only by the fundry effeéts 
that followed, as the cracking of the 
roots of trees, the brufhing of boughs, 
the noife of the hedge-wood breaking, 
the gaping of the ground, and the riv- 
ing of the earth afunder ; the falling of 
the torn furrows, and huge trenches 
after it, fome four feet deep, fome fix, 
fome feven, and fome more, whereby 
there were made in it, at leaft, not 
fo few as eleven thoufand furrows, 
riffs, cracks, and clefts, in divers pla- 
ces, 

This moving and carrying of the 
ground fouthward, continuing fill 
both by day and night for the {pace of 
eleven days together, fliding aflant 
fometimes, as it was noted, fourteen 
handfuls by meafure in one hour and a 
half, did wonderfully alter and change 
the whole face of that land: for in 
fome places the hinder ground com- 
ing fafter forward (according to ap- 
pearance) than the former ground, did 

ive way unto it, caufed it to {well up 
in round hillocks like unto graves, the 
green turf remaining whole and un- 
broken above. In other places the 
hinder ground came fo violently, as 
that it did not only tear the green turf 
above, but alfo did rife and lift up it- 
felf, and did roll and tumble above the 
other, as it were waves and furges, and 
fo ftaid as ftanding butts. And at laft 
the whole plat of ground was fo tou- 
fed, torn, and rent, and withal the 
green turf fo tattered and turned up- 
fide down, that icarce a perch toge- 
ther of all this ground was left whole 
with the grafs upon it uncracked. 

Moreover, the ground of the two 
water-pits, with a gteat rock of ftone 
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under the muddy bottoms of the fame, 
are not only removed whole out of 
their places, and carried forward to- 
wards the fouth, at the leaft four per- 
ches a piece, and with their tufts and 
alders itill ftanding upon them; but 
withal they are mounted up aloft, and 
become hills, ftanding yet to be feen 
with their fedge, flags, and black mud 
upon the top of them, higher than the 
upper face of the water (which they 
have forfaken) now by at leaft nine 
feet. And into that place from which 
they are removed is rifen other 
ground, which lay higher, before it de- 
icended and came down, receiving the 
water now lying upon it, as it did be- 
fore upon the other. 

It is farther noted, that in one part 
of the plain field is a hole of 30 feet 
deep, and in fome places two perches 
over, and five or fix perches long, 
made by the finking of the earth. And 
that a hedge of 30 perches long, with 
its trees and all, was removed and car- 
ried fouthward, at leaft, feven per- 
ches. 

Many more alterations happened of 
trees that were funk and removed out 
of their places at the diftance of five 
or fix perches. And one piece of 
ground of half an acre, with a hedge 
and a row of trees upon it, which in 
times pait did lie up fhooting in be- 
tween the two fields, is flipped quite 
away fouthward from between thefe 
two clofes; and they two, which 
were before fevered, did now come to- 
gether and joinas one; and in their 
coming did tumble over a fummer 
hedge, and two other hedges: anda 
fhare or plat of hazel-trees and bufhes, 
which did alfo fever them, are now dri- 
ven together on heaps at the fouth 
end. 

There are alfo divers other finkings, 
one of 65, another of 47, and another 
of 34 feet. Wherethe higheft hills were 
heretofore, there are now the deep- 
eft dales. And, where the lowelt dales 
were, now the ground lies mounted 
higheft. ‘The foot-path mentioned be- 
fore is carried out of fquare eight per- 
ches at leat; and the lower end of 

this 
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this ground is carried fouthward, in 
breadth three perches over into two 
meadows, whereof one is in the pof- 
feflion of another man called Thomas 
Toller. All which -was attefted by 
Richard Boftock, Efq; Juftice of the 
Peace; James Auften, Gent. John 
Studley, Vicar of Wreftram ; William 
Holton, Phyfician ; John Erafmus and 
Gyles Gainsford ; John Dawling, fen. 
and jun. Richard and William Rey- 


The Political State 


uly 2. 
HERE are many gamblers and thieves 
that frequent the out parts of the town 
towards Iflington, Pancrafs, the Foundling-hof- 
pital, Tottenham-court, &c. who are fome- 
times tofling money in a hat, but generally 
have an orange-barrow with dice, and often a 
turn-about iron on a board painted with diffe- 
sent colours: Thefe villains are fome of them 
very clean and well-dreiled, while others are 
carrying on the cheat under the appearance of 
eountrymen, and one like a poor tellow who 
lives by felling the oranges or other goods he 
has in the barrow. It may not be improper to 
take notice that Black-Mary’s-Hole is a no- 
torious place for their affembling together, 
where they are in the centre of their wicked 
employ, and can foon move to the proper fitu- 
ations for putting their iniquitous {chemes in 
executicn. *Tis therefore to be hoped that 
publick juftice will be fwift in overtaking fuch 
pefts and deftroyers of fociety; which may in 
fome meafure leffen the great number of rob- 
beries committed about the cities of London and 
Weftminiter, as well as ftop their continu:ng 
a powerful defenfible body of themfelves, and 
an abominable nurfery for future thieves and 
gamblers. Fuly 3. 

Algiers. Mr. Keppel, fon of the Earl of 
Albemarle, and Commander of the King of 
Great-Britain’s {quadron in the Mediterrane- 
an, has fettled ali the differences which fubfitt- 
ed between the Britifh court and this Regen- 
cy. He has figned a treaty, in whith the two 
following articles are inferted, as principal con- 
ditions, viz. 

That the packet-boats of the King of Great- 
Britain fhalkhave no more need to be furnithed 
with Algerine paffports ; and that it fhall fuf- 
fice, for the Commanders of them only fo pro- 
duce their commiffions. 

That the new paiiports for the Corfairs of 
Algiers thall be diftributed within the fpace of 
a year, but fhall not be in force till the ;ear 
after in refpeét to the fhips that navigate in 
the European feas, and two years after for thofe 
in the Eaft and Weft-Indies. 

Mr. Keppel has alfo regulated an important 
articls concerning the commerce of the Lubjects 
¢ 
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nolds ; William Holmeden ; John Lar- 
moth; Thomas Chapman, and Wil- 
liam Cam, Gentlemen; and by Ro- 
bert Lighe; John Chapman of Coc- 
kam, Richard Wells, Thomas Toller, 
Giles Browne; Thomas and Ralph 
Slacy; Richard Stidowle ; Thomas 
Chapman of Holdfaft ; Poe Confta- 
ble; John Chapman’ of Shots, and 
John Stone, yeomen. 
( To be continued. ) 


of Europe, &c, 


of England, in the places depending on the ftate 
of Algiers: on which article the Dey exprefies 
himfelf in the following manner in a letter he 
has juft wrote to the King of Great-Britain. 

The Englifh merchant-thips fhall enjoy the 
advantage of trading in all the ports and places 
witbin the dominion of the kingdom of Algiers, 
where they may make the beft bargains they 
can with the inhabitants, It has been cufto- 
mary hitherto to obtain a fpecial permiffion for 
this from the Beys who command in the re- 
fpective places. But henceforth it fhail be 
fufficient for the Alcaides to fee that they have 
no contraband goods on board, which, in fuch 
cafe, will be fubje& to confifcation. . 

This article was propofed laft year, the fir 
time Mr. Keppel was here, but met with fuch 
Cifficulties as could not then be furmountedl 5 
and it 1s now done by way of fatisfattion to 
the court of Great-Britain for the confifcation 
of the effects and money on board the Prince 
Frederick packet-boat. In vertue of this peace, 
Mr. Keppel has diftributed magnificent prefents 
to the Dey, to the Minifters of the Divan, and 
to the favourites ; and was faluted at his depar- 
ture by the difcharge of twenty-one cannon. 
As he did not infift, this time, on the title of 
excellence irom the Confuls of foreign nations, 
Mr. Maire, the French Conful, made him 4 
vifit, accompanied by all the people of the 
French nation eftablifhed at Algiers. 


uly de 

Hague. The follves is the memorial by 
which the Earl of Holdernefs took his leave 
of the States General: 

High and Mizhty Lords! 

The King having thought proper to fix my 
abcde in England, by the charge of Secretary 
of State, which his Majefty has deigned to 
confer on me, has exprefsly ordered me, in 
prefenting my letters of ‘recal, to renew, in 
his name, the affurances of his affection and 
friendfhip for your republic, and his con@ant 
and invariable refolution to fupport and pro 
mote, at all times, your interefts, which his 
Majefty regards as his own. 

Thefe fentiments, High and Mighty Lords, 
have been already verified by an infinite num. 
“— memorable examples, and they cannes 
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be too often repeated, or ton ftrongly expreffed. 
‘The complest return on the part.of your Frigh 
Moghtinedles, which I have fo:often-experien- 
ced in, the ceurfe of my miniftry, affures the 
eternaf duration of an union, which is the ba- 
fis of the equil.brium of Europe, and the guar- 
dian of the public. liberty: An union formed 
on the fime principles, the fame views, the 
fare interefts ; ecmented by the clofe alliance 
of the great Prince who fo glorioufly fills the 
poof ths iHufrious anceftors: An union, 
which neither force nor art.fiee have been, or 
ever will be able to impair. 

The fidelity of his Majetty in fulfilling reli- 
gicufly h's engavements with all powers, and 
his zeal for the fopport of the fyftem on which 
falety depends the common fecurity, are fo well 
Known and approved, that the repctition of the 
king's fentiments, in this refpect, would be 
entirely fuperfluous. The King’s thou; hts 
are,.and will ever be the fame.. The wildom 
of liis. counfels, High and Mighty Lords, in 
concurring with his Majefty in thefe falutary 
views, afirms the continuation of the repofe 
and tranguillity ‘o recently given to Europe. 

There remains nothing more for. me, High 
and Mighty Lords, than to exprefs my mioft 
hearty acknowledgments for all the marks of 
favour and bounty with which. it has pleafed 
your High Mightincffes to honour me ; and of 
which I fhall retain an eternal and fenfible re- 
membrance. Nearer the facred perfon of my 
Sovereign, I fha!l, perhaps, have more fre- 
quent opportunity of mantfefting my zeal for 
the fervice of the republic. Happy, that in 
fuch a fituation I find the duty of a faithful 
fubje€t of the.King reunited with the naturat 
inclination, which arduoufly leads me to em- 
Brace al! your interefts, Accept, High and 
Mizhty Lords, with your wonted goodnefs, the 
prayers, which I fhall never ceafe to make, 
for the prefperity of the republic, and for the 
prefervation of the illuftrious fam#y which 
wil] fecure its grandeur, its liberty, and its re- 
( Signed } 

HoLpDgeRNESS. 


ligion. 

Done at the Hague the 
3eth of July, 1751 
te 
AVF Se 
We have received advice of the following 
very extraordinary afiair: ‘fhe Princefs Lou- 
fa, of Drunton, Rolf Dirickfon, Commander, 
bound fron? thence to Dublin, was lof on the 
eoatt of Shetland, in a violent ftorm fome 
weeks ago at teno’clock at night: After the 
fprung ber matts, fhe overfet with her keet 
up, on which the Captain and crew (excevt 
ene man, who was loft in the fhip’s turn’ng) 
fat three davs and nights without any kind of 
provifion, and by the provicence of God, 
were relieved from that terrible fituation, by 
a tfhip bound to China, who tock them on 
board, give them dry cloaths and refrefhment, 
and treated them with the greaveft humanity. 
No perfon was loft during the whole form, 
} 


but the one mentioned above, 
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uly 6. 

This day the Pa. ended at the Old Bai 
ley, when the following prifoners received fen- 
tence of death, viz. James Young, for a bur- 
glary. Robert Glafgow, for robbing Jof. Wee- 
dow on the highway, of a gold ring, a pair of 
filver fhoe-buckles, and other things. Ed- 
ward Dixon, for fmurgling. Richard Holland 
and Danie! Thorowgood, for a ftreet robbery. 
Thomas Catchpole, for fmuggling. William 
Brown, for forging and pubdlifhing a feaman’s 
pewer of attorney, and Garret Lawler and 
Thomas Mafterfon, for robbing William Cou- 
ty of a hat, near Somerfet-houfe. 

Fourteen to be tranfported for feven years, 
four branded, and five whipped. 

The next feffions to begin on Wednefday the 
rth of September. 

Clayton and Paicv, who were taken into 
cuftody at the Old Bailey for perjury, were ad- 
mitted to bail, on soo |. fecurity for each. 

This Day a caufe was tried in the Court of 
King’s Bench, before the Lord Chief Juftice 
Lee, wherein a fervant to Sir Edward Layton 
was Plaintiff, and an Attorney Defendant. 
The caufe was thus: About a twelvemonth 
ago, as the fervant was coming to town from 
Northamptonthire, he was met by the Attor- 
ney on Finchley-Common, who charged the 
fervant with having ftolen the horfe he rode, 
and had him carried before a Juttice of Peace, 
who committed him to Clerkerrwell Bridewell, 
where he remained a Jong time; from thence 
he was removed to Newgate, and from New- 
gate to Northampten, to take his trial, in 
Auguft laft; but Sir Edward’s Lady going 
down to Northampton, with many perfons of 
charaéter, to appear on behalf of the prifoner, 
the ‘Attorney thought proper to decline the 
trial, and the fervant was acquitted with ho- 
nour, and a copy of the indiétment granted 
him ; who then turned the tables upon the 
Attorney, and brought his aétion aga‘nft him 
for falfe imprifonment, and, after hearing 
Counfel and many witnefles on both fides, the 
Jury gave the Plaintiff 300 J. damages, and 
cofts of fuit. . 

Conftantinopde, May 23. Advices from Baf- 
fora of the 24th of January inform us, that the 
Cheaia, of Solyman Pafcha arrived there with 
a large body of foldiers to bring that city under 
intire fubjeétion, as moft of the inhabitants 
fided with the Captain Pafcha; accordingly 
they entered in the nicht and furprifed the 
place, but the Captain Pafeha, his family, and 
many friends, went on board the gallies, and 
rowed off down the river. The Mutzo'em 
foot followed him on board a Dutch hhip then 
there, with many foldiers, and took his Ha- 
rem, Deputy, Secretary, and thirtcen of his 
other Officers prifoners, nine of whom were 
foon beheaded ; and the reft, with the wo- 
men, were fent to Bagdat The Captain Paf- 
cha, with fome few people, efcaped to Bendar 
Buathoor, After this fuccefs, the Cheaia put 
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#hre-city under exceffive high contributions; and 
has opprefled all the merchants exceflively. 
And by advices from Baffora, of the 7th of 
March we are informed, that the affairs of the 
kingdom -of Perfia, are im a worle condition 
than ever, Kaving, at prefent, no Jefs than five 
competitors for the throne: The very beit ac- 
counts affure us, that the afcient Lores or 
Battrians who plundered Spahan, have made a 
great progrefs in their conquefts ; and the young 
man they have fet up for King, being of the 
old race, induced the people of Shyrafa to deli- 
ver their city into his hands w:thout refiftance ; 
notwithftanding which, the place was inftant- 
ly in the utmoft cenfufion, and all the people 
carried into flavery. The credit of this acqui- 
fition has occafioned all the wild tribes in Zarce, 
or the hot counrries, to follow their fortune, 
more for the fake of plunder, than any real 
defign to affift them. It was imagined, Jaroob, 
Doreob, and dreffau, would have made a bold 
ftand, but they have all fulynitted themfelves 
to flavery, for the Lores make no diftinétion 
between force or voluntary fubmiffion. Lore, 
which is one of their chief cities, and all thofe 
parts, are in the utmoft coafternation; and as 
the ill treatment the Englith Gentlemen met 
with at Spahan, left them no room to hope for 
favour or mercy ; both they and the Dutch came 
to a firm refolution to leave Gombroon, and 
it is not doubted but that they have done fo 
before now ; fo that their grand fcheme of piun- 
dering the two European factories, where they 
imagined ‘half the wealth of Perfia was con- 
tained, will prove dbortive. Muthat, and the 
Caraffan parts, are alfo in as bad a fituation, 
by the daily inroads-of the Ophhoons, Tartars, 
and other wild neighbours, having no one te 
protect them, for Shawrooke Shah is certain- 
ly blind, and deftitute of money, and confe- 
quently without friends, fo that the kingdom 
of Perfia is in a moft deplorable condition. 
uly 8. 

Mr. Bofanquet, of Hamburgh, received on 
the sth inft. N. S. thirty barrels of the Eng- 
lith fociety’s herrings, which were immediate- 
ly fold, within a trifle, for as much as thofe 
of the Dutch, thefe arriving a few hours be- 
fore, on the fame day. The Britifh herrings 
fold at between 4]. and 51. fterling per barrel. 


“sy Qe 

On Saturday laft hs Meee of the late Mr. 
Jeffryes of Walthamftow was at Doctors Com- 
mons to prove her uncle’s will, which con- 
ftituted her principal legatee, as well as execu- 
trix and refiduary legatce. We are informed 
that a farther examination was made into that 
soft dreadful affair on Saturday afternoon; 
and it is faid, that a barber of the town had 
been defired to meet-Mr, Jeffryes at an alehoufe 
the evening before the Murder, and aflift in 
making him drunk, and promifed that his ex- 
pence jn drinking with him, &c. fhou'd be re- 
paid ; which adding greatly to the many other 
gasses of fufpicion, it was thought neceffary 


that the niece and man fervant fhould be com- 
mitted into fate cuftody, and they were accord= 
ingly carried from Wood-Street, Waltham- 
ftow, to Chelmsford goal, about noon on Sua- 
day. 

Fly. 

Yefterday Ng. Serjeant Ne'field, Recorder 
of the city of Exeter, waited upon the King 
at Kenfingtgn, to pray his Royal affent, that 
kis Royal Highnefs George, Prince of ‘Wales, 
might accept of the office of High Steward of 
the city of Exeter, in the room of hig late Royal 
Father, deceafed, when his Majefty was moft 
gracioufly pleafed to gives his affent. thereto, 

And the fame day Mr. Serjcant Belfield 
waited upon his Royal Highnefs the Prince of 
Wales, at Leicefier-Houfe, and preiented hom 
with the patent, and likewife wito his ticedom 
of the faid city, in a gold box of curious work. 
mantfhip, which his Royal Highnets was. plea- 
fed to receive in a gracious manner. 

Y-fterday at a court of Direftors.of the In~ 
dia company, Capt. Walpole, Capt. Peck, ‘and 
Capt. Manwaring, were {worn commanders 
in the fervice of the faid company, the tw® 
former of new fhips not launhced, and the iat 
ter of the Colchefter. 

Fuly it. 

We hear from Newcaftle that lalt weck thoy 
had a great deal of thunder and Iightehing in 
thofe parts, which we hear has-done tome da- 
mage in the country, particulary. at-Low Hew- 
ith, in the ‘Counry'of Durham, where two 
horfes, belonging to Mr. French of that place, 
were ftruck dead as they wese in the plough. 
The men had happiiy run under a hedge, at a 
little diftance, to thelter themicives trom the 
rain. 

This morningat fix o'clock her Royal High- 
nefs the Princeis-of Wales was brought to-béd 
of a Princefs at Leicefter-houfe ; on which oc 
cafion the guns at the Park and rhe Tower were 
fired ; and her Royal Hwhnets and the young 
Princefs are both like to do well. 

This day. the Governors of St, Tarthole- 
mew’s-Hofpital held their annval feait, in the 
great court-room belonging to the faid Hofpite!. 

fy 12. 

The Commiffioncrs of the new road to Weft- 
aminiter-bridge on the Surry tide, have erdered 
the ground to be marked out for that road, 
which is to lead to Vauxhall ; and tor widen- 
ing the road to Newingten. Pofis are erected 
at proper diitances to cenvte their limits, and 
they will be begun upon as foom as the crops, 
&c. in the fields are got in. 

Sfuly 23. 

Sarum, F ly 11. At th 
laft week for this city, Wi 
convicted of petty larceny, for ftealing one pen- 
nv. In confequence of whch convict on, his 
effects, confifting of Bank notes, to the a- 
mount of 1801. and twenty guineas in tpecie, 
were juftly forfeited, according to law, and 
feized for the uie of the Bahop as Losd of the 
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manor ; but it is affured, that his Lordfhip from 
a humane and generous difpofition, difdaining 
to enrich himfeif on the ruin of a wretch who 
is almoft an idiot, purpofes to apply the for- 
feitures to the following ufes, viz. 100 |. to be 
placed cu: at intereft for the benefit of Delli- 
coat’s davghter ; 201. to his aged father; a 
competent fum to aporentice out two nephews ; 
and the remainder to be returned to the delin- 
quem. A great inftance of chriftian benevo- 
Jence ! ; 
Fily 15. 

A few days fince a young Gentleman in or- 
der to avoid the fhame confequent of an enor- 
mous cr_me, found means to put an end to his 
exiftence by a rope. He wag detested it feems 
at a tavern in the Strand, as he was about to 
commit the beftial fin of fodomy, and being 
carried to the Rounchoufe, was from thence 
eonveyed before a Juitice; but the evidence 
not being clear, he was difmiffed, not without 
the. flrongeft fufpicion, however, of his being 
guilty. ; 

Fuly 16. 

They write from Rome, that two young 
men, purfuant to the fentence given againft 
them by the tribunal; of the Inquifition, were 
whipped in that city by the common hangman, 
and afterwards fent on board the gallies at Ci- 
vita-Vecchia, to be made flaves during the re- 
mainder of their lives, for publicly blafpheming 
the name of God. 

SFuly 17. 

This day two cart loads of filver was brought 
to the Bank, which arrived a few days fince 
jn the Queen of Spain, Capt. Fiynn, from Ca- 
diz, for the ufe of the Mexschanjs of this city. 

uly 20. 

A Lift of the Frock Navy ix June 175%. 
Ships names. guns, | Ship names. —_ guns. 
Le Margravine, 4 | *L’Oriflame, 14 
“Le Formidable, 84 | Le Content, 64 


Le Toznant, 80 | Le Bonce, 64 
L’Efprit, 74 | Le Solide, 64 
Le Ferme, 74 | Le Leopold, 64 
L’Efperance, 74 | Le Touloufe, 64 
Le Duc de Orleans, 74 | Le St. Louis, 60 
L’ Jufte, 74 | Le Conftant, 60 
Le Dauphine, 74 | Le Triton, 60 
L’Intreépide, 74 | L’Orient, 64 
L’ Achilles, 74 | *L’Opiniatre, 64 
Le Gentaur, 74.) *Le mm 64 
Le Superbe, 74 | *Le Protius, 64 
L’Eliiabeth, 74 | *L’Obftinate, 64 





Le Worthum- *Le Lion, ‘ 64 

berland, i *Le Sage, 64 
Le Lis, 70 | Le Bourboun, 56 
*Le Foudroyant, 74 | Le Heureus, ° 56 
*Le Rofe, " 94.) Le Carillon, 56 
*Le Crown 74 | LiAlcyon, ’ 54 
*L'Tiuftrious, 74 | Le Tigre, 54 
*Le Gurrier, 74 | Le Locrine, “50 
*Le Redoutable, 74 | Le Brillant, 5° 


*Le Warriour,, 74 | Le Grafton hulk, 
yL’Amphion, 74 ae 


Frigates, guns. | Frigates. pats, 
L’ Aquilon, 48 | L’Voyage, 

L’Arec en Cice, 46} Le Flora, 

L’ Argounate, 46 | Le Mercury, 

L’ Anglefea, 44 | Le Prince de Orange 
L’Atalante, 40 | *Le Syren, 30 
Le Megere, *Le Diana, 20 
Le Fame, *Le Topaz, 2% 
Le Mutine, 24. | *Le Galeta, 24 
Le Fouvetta, *Le Petilante, 24 
Le Briftol, *Le Rofe, 36 
Le Pearle, *Le Gracieux, 2 
Le Gironde, *Le Subtile, 18 
L’ Emerald, *Le Serpent, 20 
Le Zephyr, o | L’Argonaate fire-fhip. 





Thofe marked & (*) have been launched 
fince the laft war. 

N. B. Thofe of 84 and 74 guns are of lar- 
ger dimenfions than our firft and iecond rates, 

And thofe af 64 guns, are equal to our third 
rates. 

July 22 

Kenfington, Fuly 19. This day the Right 
Hon, the Lord Mayor and Court of Aldermen 
of the city of London, waited on his Majei- 
ty to congratulate him on the birth of a Prin- 
cefs, and being introduced by his Grace the 
Duke of Grafton, Lord Chamberlain of his 
Majefty’s Houfhoyld, Richard Adams, Efq; 
the Recorder, made their compliments in the 
following {peech. 

Moft Gracious Sovereign, 

We your Majefty’s loyal fubjefts, the Lord 
Mayor and Court of Aldermen of the City of 
London, humbly beg Jeave to congratulate your 
Majefty on the fafe delivery af her Royal High- 
nefs the Princefs of Wales, and the birth of 
a Princefs. 

As we are truly fenfible of the bleifings we 
enjoy under your Majefty’s government, and 
are convinced that the fecurity of our rights 
and liberties, in time to come, depends on the 
proteftant Succeffion eftablifhed in your illuf- 
trious houfe; itis, at this time, a peculiar 
fatisfaétion to us, that we have once more the 
honour of congratulating your Majefty on the 
increafe of your Royal Family. 

And, upon this occafion, permit us, Sir, 
to render our moft dutiful thanks to your Ma- 
jefty, for a late fignal inftance of your Majef- 
ty’s paternal care of yor people, in the pr: vi- 
fion made by parliament for the future tran- 
quillity of this kingdom: A provifion moving 
primarily from your Majefiy’s Govudnets, and 
-brought to perfeétion by your Majefty’s wif- 
dom. Yet, wife and falutary as it is, we can- 
not forbear to exprefs our withes, that a long 
continuance of your Majefty’s life, may make 
it unneceflary. 

Fixed in thefe fentiments of duty and grati- 
tude, our prayers fha!l always be, that your 
Majefty may long reign over us; and that the 
throne may be filled by your Majefty’s defcen- 
dants, cyen to the remotelt ages. o 
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To whieh his Majefty was pleafed to return 

this moft gracious anfwer : 

I thank you for this freth inftance of your 
weal and affection for me and-my family. 

The city of London may always depend 
upon the continuance of my favour and pro- 
tection. 

They were received moft gracioufly, and al] 
had the honour to kifs his Majefty’s hand. 


Fuly 23. 

Amflerdam, Fuly 30. The laft thips ar- 
rived from the Eaft-Indies bring very remark- 
able news, concerning the fituation of affairs 
between the French and Indians: Among-o- 
ther things, we hear, that on the 3d of Ja- 
nuary laft, the French had concluded a peace 
with a nation diftinguifhed by the name of 
Marattes ; that the Nabob with whom they were 
at war had been killed by one of his nephews, 
who was afterwards proclaimed in his ftead: 
That the Istter, to denote his gratitude to the 
French, from whom he had received many 
fervices, had brought over to their interefts the 
nations bordering on Pondicherry and the coaft 
of Coromandel, amounting together to up- 
wards of thirty thoufand men: That the 
new Nabob had declared Mr. Dupleix, who 
commands at Pondicherry, Generaliffimo in 
thofe quarters, and got him acknowledged in 
that quality by the Indian nations: That the 
ether Nabobs by whom they are commanded, 
and of whom the above-mentioned is the chief, 
had taken the oaths to Mr. Dupleix: And 
that the principal Nabob had not confined his 
acknowledgments tothe favours already related, 
but had conferred on the faid Mr. Dupleix the 
government of two places, where the French 
fnugly and privately enjoyed the privilege and 
advantage of loading and unloading their Mer 
chandize, &c, 

Fuly 24. 

Leicefter-Houfe, Fuly 22. This day the 
young Princefs was baptized by the Right Rev. 
the Lord Bifhop of Norwich, by the name of 
Caroiine Matilda ; the {ponfors were, his Roy- 
al Highnefs the Prince or Wales, her Royal 
Highnefs the Princefs Caroline, reprefented 
by the Lady Vifcountefs Irwin, and her Royal 
Highnefs the Lady Augufta. 

LS uly 25+ 

His>Majefty has iffued ont a proclamation 
for putting the laws in force againft the per- 
fons who fhall make anv counterfeit haltpence 
or farthings, as likewife againft the perions 
whe fhal. utter the fame, knowing them to be 
counterfeit. The penalty againft the perfons 


counterfeiting the fame, or any perfon or per- 
fons aiding or affifting therein, is two years im- 
prifonment, and to find fecurity for their good 
behaviour for two years afterwards ; and a re- 
ward of ten pounds is ordered for the infor- 
mer. 

Fuly 26. 

We think it may not prove ufelefs to render 
as public as poffible the fubftance of the two 
additional claufes made laft feffions to the aéts 
in being for the better preventing frauds being 
committed by bankrupts, with a view to put 
a ftop to the too common practice of bank- 
rupts, in procuring their friends to prove ficti- 
tious debts under commiffions, and thereby to 
enable them to fign their certificates and dif- 
charge them. By one of the faid claufes, no 
bankrupt is to receive any benefit from his 
certificate figned, or be difcharged from his 
debts, or receive any of the benefits or allow- 
ances given him by the aét of the sth of his 
prefent Majefty, unlefs fuch bankrupt shall, 
before the major part «f the commiffioners have 
figned fuch certificate, by writing figned and 
delivered to one or more of the commiflioners 
or affigns, difclofe fuch fraud, and obje& to 
the reality of fuch debt. 

The other claufe is, to impower creditors 
in foreign parts, by letter of attorney, attefted 
by a notary public in the ufual form, to autho- 
rize the figning bankrupts certificates, 

July 27. 

The affair which has been fo long depend~- 
ing in the High Court of Admiralty of Eng- 
land, wherein the poor Laicars, who have fo 
long been begging about the ftreets of this me- 
tropoiis, are concerned, was finally determined 
by the Judge of that court a few days fince 5 
when he was pleafed to give them (out of the 
prizes taken in the Eaft-Indies) five-thoufand, 
feven-hundred rupees, which at two-fhillings 
and three-pence each rupee, amounts in the 
whole to upwards of fix-hundred pounds fter- 
ling ; and we hear the faid fum will be paid 
them very fhortly, when they will return home. 

Fuly 29. 

The report {pread of the Duke of Cumber- 
land’s death, was thus occafioned: A favou- 
Hite horfe of his Royal Highnefs’s dying on 
Wednefday morning, called the Duke, whom 
he rode in Scotland during the rebellion, and 
the grooms reporting it in the town of Wind 
for, that the Duke was dead, the public, with- 
out inquiry, caught the news, which came to 
town with {wifter currency than the tide. 


Births, Marriages, Deaths, Preferments, Promotions, Bankrupts, &c. 


ORN. A Princefs to her Royal High- 

nefs the Princefs Dowager of Wales. A 
daughter to John Bond, Eiq; in George-ftreet, 
Hanover-fquare. A fon :o Lord Guernfey. A 
fon to Stephen Theodore Janfen, Efq; Alder- 
maa, : 


Arried. Mofs, Efg; ef Lincoln’s- 

Inn, to Mifs Sedgwicke. Robert 
Quarme, Efq; of Queen-ftreet, Weftmigfter, to 
Mifs Brand. Right Hon. the Lord Kingfton, 
to Lady Ogle. Solomon Dayrolles,'Efq; to Mifs 
Peteslon, Mr. Thompfon, of London-wall, 
we 
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to Mifs Harding. Mr. Toulmin, of Broad- 
ftreet, to Mifs Biincoe. Lord Harley, to Mifs 
Archer, of Hanover-fqmre. Mr. Jupp, of 
Red-Lion-{reet, Clerkenwell, to Mafs Allen. 
ee Land, Efq3. of Thames-Ditton, to Mifs 
ryor. Tae, Efq; of Edmonton, te 
Mifs Spurling. Thomas Williams, Efq; to 
Mifs Davis, of Great-Ruffel-ftreet, Bloomf- 
bury. Rev. Mr. Stebbing,. to Mifs Smith, of 
Mortlake, in Surry. Thomas Reynolds, Efq; 
of New Bond-ftreet, to Mifs Robinfon. Ralph 
Burroyghs, Efq; of. Enfield, to Mifs Stanton, 
Mr. Faétor, merchant at Dover, to Mifs Mi- 
net. Capt. Skipper, Efq; to Mifs Ryve. 
Robert Lufon, Efq; of Yarmouth, to Mife 
Vaughn. Lewis Ogier, of Spittle fquare, to 
Mifs Crewzie, of Coleman-ftreet. Mr. Tillett, 
grocer, in Milk-ftreet, to Mifs Godard. Cape 
Williams to Mrs, Sermon, of the Temple. 
@harles Crumpton, Efq; to Mifs Graham, of 
Edmonton. 
IED. Hon. William Cavendifh, Efq; 
at Mansfield- Woodhoufe, Nottingham- 
fhire. Benjamin Bradley, Efg; at Hammer- 
imith. John Hall, Efq; at Batterfea. Mr. 
Hawkins, clerk of Mitcham parifh, Mr. 
Hinchinbrook, Piccadilly. Alexander Bently, 
Efq; at Chichefter, Suffex. Mr. Leigh, at 
Weftram, in Kent. Rev. Mr. Capone, at 
Low-Laton, in Effex. Giles Dance, Efq; at 
Hoxton, Mr, Kilder, haberdather, in Petty-. 
France. Mr. Hawley, Signer of the writs in 
King’s-bench office. Mrs, Hutton, in Pref- 
cot-ftreet, Goodman’s-fields, Mrs. Keene, at 
Spilfbury, Leicetterthire. Mrs. Nicholl’s, at 
Cripplegate. Mer, Withill, a watch engraver 
in the Borough, Southwark. Rev. Mr, Ful- 
Jer, at his vicarage of Yalden, in the diocefe 
of Réchefter, Rev. Dr, Parne, chaplain in 
erdinary to his Majefty. Capt, Winter, in 
Great-Ormond-ftreet. Mrs. Howfon, in the 
Borough, Southwark. Mes. Smyth, at Brom- 
Jey, in Kent. Harry Gough, Efq; at Patten’s- 
Ware, Enfield. Underwood, Efq; at 
Ponder’s End. ‘Thomas Clendon, Efq; at 
Mears-Afhby, Northamptonfhire. Nicholas 
Wigicy, Efq; near Ware, in Hertfordfhire. 
ames Bliffon, Efq; at Harrow on the hill. 
firs. Halleran, wife of Mr. Halleran, merghang, 
in Crutched-Fryars. Mr. Bradfhaw, packer, 
in St. Thomas the Apoftle’s, George Hart, 
Efq; at Chelfea. Right Hon. John Monck- 
ton, Baron of Killard, in the county of Clare, 
&c., Mafgter Powel, at Richmond, in Surry. 
Mr. Dickenfon, brewer, in Chick-Jane. Mr, 
Mortier, fen. in Southampton: ftreet. Mr. God- 
trev, a builder, at Fleet-ditch. Hoet. 
Eig; of Queen-ftreet, Weftminfter, Capt, 
Bateman, in White-chapel. Mr. Stanford, at 
Tfleworth. Mr Clark, in Prefcot ftreet, Good- 
man’s fields, Mrs. Fouace, wife of Juftice 
Fouace, in Bedford-ftreet, Covent-garden. Paul 
Joddrell, Efq; Mr. Bly, Mayor of Hunting- 
den. George Movre, Efq; at Appleby, Lei- 











cefterfhire. Leonard Barnard, Efq; near 
Chinkford, in Effex. Milfs Folkes, daughter 
of General Folkes, Mr. Wathbourne, gold 
and filver wire-drawer, in St. Ann’s-lane, 
Weftminfter. Capt. Barnard Pratt, in Broad- 
ftreet. Charles Marth, Efq; at Brompton. 
—— Sherrard, Efq; one of the Mace-bearers 
to his Majefty.. Lady Dolben, at Thingdon 
Place, Nottingham. Mr. Fryar, upholfterer, 
in Hatton-garden. Mr. Spratt, at Hampftead. 
Mis. Hollier, wife of —— Hollier, Efq; 
Mafter of the armoury-mills, at Greenwich. 
Thomas Powel, jun. Eg; at Dorney. Rev. 
Mr, Lintot, sector of Amefbury, Lincolnhhire, 
Edmund Fowler, Efq; at Cheneys, in Effex. 
Jothua Smyth, Efq; near Shorne, in Kent. 
His Grace Charles Beauclerk, Dyke of St. 
Albans, &c, 
Referred. Rev. Mr. Thomas, to a degree 
of doétor of Divinity. Dr. Carter, to be 
one of his Majeity’s chaplains in ordinary. 
Rev. Mr, Henner, to the rect. ot Boughton, 
alias Boéton-Matherbe, in the county of Kent, 
with the vic. of Linftone. Rev. Mr. Wilh- 
ams, to hold the reét. of Cheriten, in the 
county of Glamorgan. Rev. Mr, Fulham, to 
the re&. of Compton, in the county of Surry. 
Rev. Mr. Wright, to the reét. of Winceby, 
in the county of Lincoln, Rev. Mr. Green, 
to be Capiain of the Royal Sovereign. Rev. 
Ms. Brackenbury, to the reét. of Lower Toin- 
ton, in the county of Lincoln. Rev. Mr. Sey- 
mour, to the reét. of Great-Weiton, in Lia- 
colnthire, Rev. Mr. Davis, to hold the reét, 
of Barton Mills, in the county of Suffolk. 
Rev. Mr, Brackenbury, to hold the reét. of 
Halton Halgate, in the county of Lincoln, 
Rev, Mr. Letfum, to the living of Tame, in 
Oxfordfhire. Rev. Mr. Brownel, to the li- 
ving of Scrielby, with the vic. of Dalderby, in 
the county of Lincoln. 
Romoted, Thomas Ridge, Efa; to ts 
mafter of the worthiptul company of Sta- 
tioners ; and William. Wilkins, Eig; and Mr, 
March, to be Wardens. John Trelawney, Efq; 
to be Secretary to his Royal Highnelfs the Prince 
of Wales, Mrs. Pitt, to be Privy-purfe to her 
Royal Highnefs the Princefs Dowager of Wales. 
John Wallis, Efg; one of the pages to his Royad 
Highnefs Prince Edward. Richard Neville, 
E{q; to be a Captain in Col. Sackville’s regi- 
ment of toot. James Heywood, Thomas Har- 
rifon, William Mills, Efgrs. Mr. Banks, and 
Mr. Nourfe, to be Governors of Chrift’s-hof- 
pital. Anthony Welldon, Efq; to be ftore- 
keeper at Chatham-yard. Robert Henley, Efq; 
to be Sollicitor-general to his Royal Highnefs 
the Prince of Wales. John Manby, Efq; to 
be land-waiter in the port of London, and Mr. 
Bird, to be a coaft-waiter. Nicholas Amyand, 
E{q; to be a page of the back-ftairs at Kenfing- 
ton palace. Mr. Seager, a clerk for the nor- 
thern colonies. Mr. Hyde, to be clerk in the 
office for Nova Scotia, and the leeward iflands. 
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Mr. Hyn‘ford, to be a land-waiter for the 
ports of Yorbay and Pewzance in Cornwall. 
Mr, Hays, to be mafter builder of Sheernefs. 
Mr. Allen, to be builder-affiftant af Woolwich, 
Sir Jefe} Hankey, Knt. Alderman of Lang- 
bourne ward, to be Prefident of St. Thomas’s 
hofpital. Mr. Buck, to be under-marfhal of 
the city of London. John Ranby, Eiq; to be 
matter of the worfhiptul company ef furgeons, 
John Miller, Eig; to be Recorder of Banbury, 
in Oxfordfhire. Right Hon. Lord Vifcount 
Fitzwilliams, to be a Lord of the bed-chamber 
to his Majefty. James Bathurft, Efg; to be 

eward to her Royal Highnefs the Princefs 
Dowager of Wales’s houfhold. James Hodg- 
fon, Efq; a land-furveyor for the out-ports, 
Mr. Beezley, to be a fearcher ef the cuftoms. 
Mr. Collett, to be purfer of his Majefty’s thip 
the Lark. Mr. Paul, to be furveyor of the 
brewery. Capt. Gidfon, to be a Major in Col, 
Rich’s regiment of foot, and John Humphreys, 
Efq; to be a Captain. John Humphreys, of 
Rhydlanvair, in the county of Denby, to be 
one of the mafters in Chancery. Richard Mon- 
tague, Efq; to be an infpe€tor of the cuftoms 
in the out-perts, and Mr. Wilkinfon to be 
clerk, Alexander Wood, Efq; to be a Captain 
in Lord Murray’s regiment. © Dr. John Mofi- 
ro, to be an additional phyficianto the hofpi- 
tals of Bethlehem and Bridewell. William 
Ballard, Efq; to be one of the Pages to his 
Royal Highnefs the Prince of Wales. Mr. 
Haberden, to be figner of the writs in the 
King’s - bench - office, Temple. Crifp Gaf- 
coyne, fq; Verdurer of Waltham foreft. Sir 
fohn Cutt, Bart.*to be Steward to her Royal 
Hichnefs the Princefs Dowager of Wales. Ad- 
mira] Bofcawen, an elder brother of Trinity- 
houfe. Mr. Davis, purveyor of mineral wa- 
ters to his Majeity. Robert Vidie, Efg; to be 
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Lieutenant-governor of the province of Mary- 
land. Edmund Bludworth, Efg; to be one of 
the Clerks of his Majefty’s houfehold. 
—KR—TS, Edmund Anderfon, of 
Town-Malling, otherwife called Weft- 
ailing, near Maidftone, in the county of Kent, 
grocer, dealer, and chapman. Benjamin Cof- 
terton, of Great-Yarmouth, anchorfmith, dea- 
ler and chapman. Roger Pickering, late of 
Mufwell-Hill in the county of Middlefex, 
dealer and chapman. George Hulme, of Man- 
chefter in the county of Lancafter, linnen-dra- 
per. William Lee, of St. Bartholomew's the 
Great, London, vittualler. John Dickefon, of 
Clifton Dykes, in the county of Weftmorelaad, 
dealer and chapman. William Gilpin and 
Thomas Gilpin, of Whitehaven in the county 
of Cumberland, merchants. Sufannah New, 
late of the city of Briftol, fpinfter and mer- 
chant. James Crofs, of Weybridge in the 
county of Surrey, dealer and chapman. Thod- 
mas Wright, of St. Giles in the fields, in the 
county of Middlefex, cheefmonger. Jonathan 
Parker, of Saifron-Walden in the county of 
Filex, builder and chapman. John Rofs, late 
of Kingfton upon Hull, merchant. Daniel 
Clarke, late of Liverpool in the county of Lan- 
cafter, grocer. George Smithfon, of St. An- 
drew’s Holborn in Middlefex, broker and chap- 
man, Elizabeth Stephen’s, of St. Ives in the 
county of Cornwall, mercer and chapwoman. 
Benjamin Rice, of Retherhith in the county 
of Surrey, taliow-chandler. James Barry, of 
Haftings in Suffex, dealer and chapman. Abel 
Atkinfon, of Liverpool in the county of Lan- 
cafter, merchant, grocer and chapman. Wil- 
liam Cuzzins, late of Philadelphia, now of the 
city of London, and Edmund Smyter of Para 
die-ftreet, Rotherhithe, in the couaty of Sur- 
ry, mocr¢hants and partners, 
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